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PREFACE 

This Parts Catalog (PC) contains listings and 
illustrations of all replaceable assemblies, sub- 
assemblies and detail parts released on or before 
February, 1974. 



Third Edition (February. 1974) 

This is a major revision of, and obsoletes SI 35-0005-1. Changes that affect this catalog 
are made periodically; any such changes will be. reported in subsequent revisions or 
Technical Newsletters. 

Requests for copies of IBM publications should be made to your IBM representative or 
to the IBM branch office serving your locality. 

This manual has been prepared by the IBM System Products Division, Product 
Publications, Dept. K10, P. O. Box 6, Endicott* N. Y. 13760 

A form is provided at the back of this publication for reader's comments. If the 
form has been removed, comments may be sent to the above address. Comments 
become the property of IBM. 

©Copyright International Business Machines Corporation, 1972, 1974. 
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How to Use this Parts Catalog 



This catalog is divided into three major sections: 

The Visual Index contains small overall views of the 
machine, and gives references for all the major assemblies 
which are broken down in the Group Assembly Parts List 
(GAPL). 

The Group Assembly Parts List contains exploded 
illustrations of the assemblies, subassemblies, and detail 
parts of the machine. Parts are cross-referenced by index 
number to the list of part numbers that accompanies each 
figure. 

The Numerical Index follows the GAPL. It contains all of 
the part numbers on the GAPL in numerical order, and 
cross-references them by figure and index number. 



CIRCLED INDEX NUMBERS 

A circled index number indicates that the assembly is 
broken down within the figure. 



EXAMPLE FOR ORDERING PARTS 



W26<<22 FAN ASH-P/S ENCLOSURE 

FOR NEXT HIGHER ASSEMBLY SEE FIGURE 1-llfc 
FOR ILLUSTRATION SEE FIGURE "• 

)3>.921 . TERMINAL. RING- 11-22 AWG.«6 MOLE, INS 

U78S 1 ) . SHIELD, TERMINAL BLOCK- 2 POS 

2109«<t . SCREW, RO MO MACM-6-5J X .230 LG 

S3570S0 . FAN ASM-NO CONNECTOR 

3I0i<J . SCREW, MACH BIND. HD 10-5? X .373 LG 

S3S7066 . . BLADE 

4317047 . . MOTOR 2O8V/2J0V bOCY 230V SOCY 

I SOU J". . . SCREW, MACM-SLOTTEO HEX HD 10-32 X .375 LG 

56079 . . WASHER, LOCK-EXT T .19510 .".10 00 

5726<t3t . HEADER-POWER SUPPLY FAN 



FINDING APART 

Turn to the visual index and find the general area of the 
machine in which the part is located. An arrow from that 
area will point to one or more reduced GAPL figures. Find 
the figure or figures containing the part required; there is a 
cross reference to indicate which GAPL figure contains the 
part. 

Turn to the referenced figure in the GAPL to find the 
index number of the part required and locate the index 
number on the accompanying list. The list contains the 
following details: 

• Part Number 

• Description 

(Trailer lines after the description are used for clarification or to 
indicate usage or obtainability of parts.) 

• Units per Assembly 

(This refers to the number of units used in the area indexed, or 
the number used for a similar purpose in the assembly.) 



DOUBLE-LINED DETAIL BOX 

A double-lined box is used to differentiate between parts 
shown on the basic model and parts related to a level 
and/or feature difference. An explanation of the level or 
feature difference is given within the double-lined box. 



If the entire fan assembly is to be replaced, order part 
number 5726422; all of the items on that list will be 
supplied. If only the subassembly is required, order part 
number 5357050; it will include all of the two-dot items 
that immediately follow its attaching parts. Attaching parts 
must be ordered separately. 

All parts may be ordered individually. 



COMMON TERMS AND ABBREVIATIONS 

(7) NO NO. 

When this appears in the part number column, it 
denotes a group of parts for which no assembly part 
number has been assigned. The detail parts must be 
ordered separately. 



© 



© 



AR 



As Required (AR) in the units per assembly column 
denotes that the quantity is used as required. 

ATT PT 

Attaching Parts: These parts are used to attach a 
subassembly to an assembly. The attaching parts are 
listed immediately following the part to be attached. 
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HOW TO USE THIS ILLUSTRATED PARTS CATALOG (IPC) 



PARTI 



To find parts quickly, a general understanding of the structure 
of this catalog is necessary. The catalog is divided into three 
major sections: 

• The Visual Index, containing overall views of the machine, 
with call-outs pointing to detailed figures. 

• The Catalog Section, containing a pictorial breakdown of 
assemblies and subassemblies. 

• The Numerical Index, which is a numerical list of all 
r-rts used in the machine, with cross-references to the 
figure on which the part is found. 

VISUAL INDEX 



The Visual Index, located before the Catalog Section, contains 
a reduced illustration of every figure in the Catalog Section. 
The reduced illustrations are tied together with flow arrows 
to form a natural progression from large assemblies to small 
assemblies and possibly subassemblies. In effect, a visual 
table of contents is formed by the Visual Index illustrations. 

CATALOG SECTION 

The Catalog Section contains the full-sized illustrations 
previously noted in the Visual Index. Index numbers on 
figures refer to corresponding entries in the Group Assembly 
Parts List accompanying each figure. Refer to part II for 
explanation of terms used in the Group Assembly Parts List. 

NUMERICAL INDEX 

The Numerical Index is located after the Catalog Section -and 
contains a complete list, in numerical order, of all part 
numbers used on the machine. Listed with the part number 
is the index and figure number on which the part is illustrat- 
ed. The numerical index makes it possible to locate a part 
when only the part number Is known. 



Plate 
Asm 




STACKED INDEX NUMBERS 
Stacked Index numbers are used 
when showing a part and its 
attaching hardware. The 
sequence of a typical stack is 
shown at the right. The circled 
index number indicates the 
assembly is broken down within 
the figure. 

ILLUSTRATION NOTES 
Cross-reference notes are directly on the illustration. The 
illustration's next higher assembly reference, normally 
located in the upper left corner of the page will read: "For 
Parts Not Shown See Figure X". If an assembly is referenced 
to a lower level figure, the note located next to the Index 
number will read: "See Figure X." 

DOUBLE LINED DETAIL BOX 

The double lined box differentiates between parts shown on 
the. basic model and parts related to a level and/or feature 
difference. An explanation of the level or feature difference 
is given in the double lined box. 



FINDING A PART 

The Visual Index is the starting point for locating a part. 
The illustrations in the Visual Index are reduced versions of 
all illustrations in the Catalog Section; therefore,' the illustra- 
tions can be used to find the assembly containing the desired 
part. Use references to the detailed figure in the Catalog 
Section, or to another Visual Index illustration, .to determine 
location of part number. 

Once the detailed figure in the catalog section is deter- 
mined, finding the part on the figure and referring to the 
listing for the part number and description is all that is 
required in most cases. If the first catalog section figure 
referenced shows the assembly containing the required part, 
the index number for the assembly will reference a lower- 
level figure where the assembly is broken down to its 
component parts. If the figure referenced by the Visual 
Index contains neither the part nor an assembly containing 
the part, it is then necessary to go to the next higher 
assembly figure. This figure should then contain the part 
or an assembly containing the part; if not, an even higher 
level figure must be used. Refer back to the Visual Index 
for some other figure that could show the desired part. 

Note : Many detailed parts are unavailable, because they are 
part of an inseparable assembly (two or more parts welded 
or bonded together), or because they are part of an assembly 
purchased as a unit. If parts are found on a welded or 
bonded assembly, the following note follows the description 
of the assembly: "Assembly components are not replaceable 1 .' 
If the part is found on a purchased assembly, and the detail 
parts of this assembly do not have IBM part numbers, the 
note following the assembly description will read: "Assembly 
components are not available." In either case, you need 
to obtain the part number of the assembly, rather than the 
detailed part. 

EXAMPLE FOR ORDERING PARTS 



FAN ASM-P/S ENCLOSURE 

FOR NEXT HIGHER ASSEMBLY SEE FICURE 1 - 1 8 •• 

FOR ILLUSTRATION SEE FIGURE <t 
TERMINAL, RING- 11-23 AWG.I6 HOLE, INS 
SHIELD, TERMINAL BLOCK- 2 POS 
SCREW, RO HO MACM-6-32 X .250 LG 
FAN ASM-NO CONNECTOR 

SCREW, MACH BIND. HO 10-32 X . 37» LG 
. BLADE 

. MOTOR 209V/230V 60CY 220V 50CY 
. SCREW, MACH-SLOTTEO HEX HO 10-52 X 
. WASHER, LOCK-EXT T .19510 .MO 00 
HEADER-POWER SUPPLY FAN 



If the entire fan is required, part number 5726422 should be 
ordered (all one dot items will be received). If only the 
subassembly is required, part number 5357050 should be 
ordered (all two dot items will be received). Each part may 
be ordered individually. 



It - 


5726<<22 F 


- 1 


33<«921 


- 2 


U785U 


- 3 


210981. 


- <4 


5357050 


- 5 


320*2 


- 6 


5357061 


- 7 


5357067 


- 1 


MOWS* 


- 9 


56079 


- 10 


5726<>36 



.'£5 



IV 
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COMM 

Commercial Hardware: When this appears in the part 
number column, it denotes hardware procurable 
from normal commercial sources and not identified 
by an IBM part number. 

INDENTURE 

The relationship of a part to its next higher assembly 
is indicated by indentures. For example: 
12 3 4 
Unit 

Assemblies and Detail Parts of Unit 

Attaching Parts for Assemblies & Detail Parts 

. Subassemblies 

. Attaching Parts for Subassemblies 

. . Detail Parts for Subassemblies, etc. 



© 



© 



REF 



This entry in the units per assembly column denotes 
a part or assembly included for reference only. It is 
not part of the assembly breakdown and is also 
included elsewhere in the catalog. 

SIMILAR ASSEMBLIES 

If two assemblies contain a majority of identical 
parts, they are broken down on the same list. 
Common parts are shown by one index number. 



Parts peculiar to one or the other of the assemblies 
are listed separately and may be identified by the 
Usable On Code or by trailer lines. 



8 ) NR 



© 



NR in the part number column denotes the part is 
procurable but not recommended for field replace- 
ment, and that the next higher assembly should be 
ordered. 



NP 



The entry NP in the part number column denotes 
that the part is non-procurable. Order detail parts or 
next higher assembly, as applicable. 



(lo) USABLE ON CODE 

This code may be used in two ways: 

1. If similar assemblies (say, left-handed and 
right-handed) are listed using a single illustration, 
an alphabetic code is used to show which part 
number applies to which assembly. 

2. If an assembly is listed, and various parts are 
available dependant upon the level or stage of the 
machine or assembly, a numeric code is used. 

Where applicable, an explanation of the codes is 
included at the beginning of each list. 



LIST AND 






UNITS 


USABLE 


INDEX 


PART 


DESCRIPTION 


PER 


ON 


NO. 


NO. 


12 3 4 


ASM. 


CODE 






DRIVE MOTOR ASSEMBLY 






2- 


(7) 


V->S. CODE A USED ON 60 CYCLE ONLY 
CODE B USED ON 50 CYCLE ONLY 




® 




2199376 NP 


(6) 


yy 




CODE 1 USED ON ASM PRIOR TO SEPT 71 


Q6) 


/ 


_ 


MOTOR ASM,DRIVE-U5/220 VOLTS 60 CYCLE 


REF 


i 

1A 




2199386 NP 

2201*176 ($X 
2199255 


MOTOR ASM,DRIVE-220 VOLTS 50 CYCLE 

FOR NEXT HIGHER ASM SEE FIGURE 1-92 

FOR ILLUSTRATION SEE FIGURE 2 <0\ 


REF 


IB 


- 1 


. PULLEY, 60 CYCLE VA/ 


A 1 


A 


- 1 


»N 


PULLEY, 50 CYCLE \ 


\i 


B 


- 2 


79842 




SETSCREW,SPLINE DR CUP PT 8-32 X 3/8 LG ATT PT 


AR 




- 3 


2204116 jTy\ 
NO NO.-*^^-^ 




MOTOR ASM, 220V AC 60 CYCLE 




A 


- 4 




MOTOR ASM, 220V AC 50 CYCLE 




B 


- 5 


5526 /T\ 
2204082 XV 




SCREW, MACH BIND HD 8-32 X 0.625 LG ATT PT 






- 6 




. FERRULE, OUTER 






- 7 


2204033>^ r ^ 




. FERRULE, INNER 






- 8 


COMM ' (8) 




. MOTOR, 1/12 HP-220V 60CPS 






- 8 


2199258 y/^ 




. MOTOR, DRIVE - 220V 50CPS 






- 9 


2199401 NR 




PLATE, MOTOR MT-115/220 VOLTS 60 CYCLE 




A 


- 9 


2199402 NR 




PLATE, MOTOR MT-220 VOLTS 50 CYLE 




B 



111 



VISUAL INDEX 




COVER ASSEMBLY 
FIGURE 1 SHEET 3 OF 5 
PAGE 5 



COVER ASSEMBLY 
FIGURE 1 SHEET 4 OF 5 
PAGE 7 



VISUAL INDEX 1 



VISUAL INDEX 




FINAL ASSEMBLY 

FIGURE 2 SHEET 1 OF 3 

PAGE 13 

FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 2 



FINAL ASSEMBLY 
FIGURE 2 SHEET 2 OF 3 
PAGE 16 
FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 6 



FOR FRAME ASSEMBLY SEE FIGURE 19 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 



VISUAL INDEX 2 



VISUAL INDEX 




FRONT END ASSEMBLY „„,„„,„ „„ 

FIGURE4SHEET2 0F3 «° FRONT END ASSEMBLY 

PAGE 51 FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 pa7>c C /| 4SHEET 3 ° F 3 

FOR CABLE ASSEMBLIES SEE FIGURES 3D PART 1 AND 2 mn rifii f IS ,« onr r„„ n , 

FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 1 



VISUAL INDEX 3 



VISUAL INDEX 




CONSOLE ASSEMBLY 
FIGURE 5 SHEET 3 OF 3 
PAGE 62 



FOR CABLE ASSEMBLIE S SEE FIGURE 3C 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 



CONSOLE FILE MOUNTING 
FIGURE 6 SHEET 1 OF 2 
PAGE 64 



VISUAL INDEX 4 



VISUAL INDEX 




CONSOLE FILE ASSEMBLY 
FIGURE 7 SHEET 2 OF 3 
PAGE 70 



CONSOLE FILE ASSEMBLY 
FIGURE 7 SHEET 3 OF 3 
PAGE 72 



VISUAL INDEX 5 



VISUAL INDEX 
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ROLLER BLIND ASSEMBLY tfP 

MACHINES WITH EC 391437 
FIGURE 8A 
PAGE 78 



FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 

VISUAL INDEX 6 



A GATE ASSEMBLY J^ 
^FIGURE 9 ;25. 

""" PAGE 80 

FIGURE 9A-MOD 3 
PAGE 82 A 
FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 3 



VISUAL INDEX 




C GATE ASSEMBLY W/O EC 391245 
FIGURE 11 
PAGE 90 

FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 2 



FOR CABLE AND JUMPER ASSEMBLY 
COMPONENT PARTS SEE FIGURE 20 



C GATE ASSEMBLY WITH EC 392456 
FIGURE 11A 
PAGE 92 

FOR CABLE ASSEMBLIES SEE FIGURE 3A PART 2 



VISUAL INDEX 7 



VISUAL INDEX 



STAGE 1 



*&>> 



STAGE 1 




VISUAL INDEX 6 



VISUAL INDEX 
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A GATE ASSEMBLY - STAGE 1 
FIGURE 18, SHEET 1 OF 2 
PAGE 58 



A GATE ASSEMBLY - STAGE 1 
FIGURE 18, SHEET 2 OF 2 
PAGE 61 



CENTRAL PROCESSING UNIT -STAGE 1 




B GATE ASSEMBLY - STAGE f 
FIGURE 20 
PAGE 67 



SEE FIGURES 65, 66 & 66A 



VISUAL INDEX 7 



VISUAL INDEX 




SMS GATE ASSEMBLY 
FIGURE 12 
PAGE 94 

FOR CABLE ASSEMBLIES SEE FIGURES 3A PARTS 2 AND 4 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS 
SEE FIGURE 20 



COOLING UNIT ASSEMBLY 50 HZ 
FIGURE 13A 
PAGE 96 



COOLING UNIT ASSEMBLY 60 HZ 
FIGURE 13B 
PAGE 97 



COOLING UNIT ASSEMBLY 50 HZ 
FIGURE 13C 
PAGE 98 



VISUAL INDEX 8 



VISUAL INDEX 




COOLING UNIT ASSEMBLY 60 HZ 
FIGURE 13D 
PAGE 99 



CABLE ASSEMBLIES FOR FIGURE. 14 SEE FIGURES 3B PARTS 1 TO 3 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 



AC BOX ASSEMBLY 
FIGURE 14 SHEET 3 OF 7 
PAGE 107 



VISUAL INDEX 9 



VISUAL INDEX 




AC BOX ASSEMBLY 
FIGURE 14SHEET60F 7 
PAGE 115 



FOR CABLE ASSEMBLIES SEE FIGURES 3B PARTS 1 TO 3 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 



RELAY GATE ASSEMBLY 
FIGURE 15 
PAGE 119 



VISUAL INDEX 10 



VISUAL INDEX 




P/U FRAME GROUP-1403 \*|| - P/U FRAME GROUP -1403 

FIGURE 17 SHEET 1 OF 5 ^^ . FIGURE 17 SHEET 2 OF 5 

PAGE 125 PAGE 127 

FOR CABLE ASSEMBLIES SEE FIGURES 3D PARTS 1 AND 2) FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 FOR CABLE ASSEMBLIES SEE FIGURES 3D PARTS 1 AND 2 



VISUAL INDEX 11 



VISUAL INDEX 




P/U FRAME GROUP-1403 
FIGURE 17 SHEET 5 OF 5 
PAGE 135 



CABLE ASSEMBLIES FOR FIGURE 17 SEE FIGURES 3D PARTS 1 AND 2 
FOR CABLE AND JUMPER ASSEMBLY COMPONENT PARTS SEE FIGURE 20 



P/U FRAME GROUP-1403 
FIGURE 17 SHEET 3 OF 5 
PAGE 130 



VISUAL INDEX 12 



VISUAL INDEX 
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PHASE CONTROL REGULATOR ASSEMBLY 
MACHINES ABOVE 240K 
FIGURE 18A 
PAGE 141 




VISUAL INDEX 13 



FRAME ASSEMBLY 
FIGURE 19 
PAGE 144 




AS ABOVE 




FIGURE 1. COVER ASSEMBLIES. SHEET 1 OF 5. INDEX NOS. 1-13. SEE LIST 1. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COVER ASSEMBLIES (PART 1 OF 5) 










CODE A OSED ON USA MACHINES 

CODE E USED ON WORLD TRADE MACHINES 






1 - 1 


£496556 


. COVER ASM. BLUE 


2 


A 


- 1 


5 4 8 9 13 4 
5496557 
5489105 


. COVER ASM, BLUE 
. COVER ASK, OR EX 
. COVER ASM. GREY 


2 
2 
2 


B 
A 
B 


- 1 


5 49655^ 
54891C6 
5US6559 


. COVER ASM, REE 
. COVER ASM, RED 
. COVER ASM, YELLOW 


2 
2 
2 


A 
B 
ft 


- 1 


S4891C7 
5499785 
5499793 


. COVER ASM, YELLOW 
. COVER ASM, WHITE 
. COVER ASM. WHITE 


2 
2 
2 


B 
A 
H 


- 1A 

- 2 


2539327 
5480610 


t'OC DETAIL EARTS SEE FIGURE 1 PART 2 
. LABEL, SAFETY 
. COVER ASM, BLUE 


2 
2 


AB 
A 


- 2 

- 2 

- 2 


5496520 
548G6 11 
549fc521 


. COVER ASM, BLUE 
. COVES ASM, GREY 
. COVER ASM, GREY 


2 
2 
2 


B 
A 
R 


- 2 
2 

- 2 


5480612 
5496522 
54806 13 


. COVER ASM, RED 
. CCVER ASM, RED 
. COVER ASM. YELLOW 


2 
2 
? 


A 

B 
1 


- 2 

- 2 

- 2 


5496523 
5 4 9 9 7 7 9 
5499787 


. CCVSR ASM, YELLOW 
. COVER ASK, WHITE 
. CCVER ASM. WHITE 


2 
2 
7 


B 
A 

R 


- 2A 

3 


2539327 
26C3980 


FOR DETAIL PARTS SEE FIGURE 1 PART 3 
. LABEL, SAFETY 
. COVER, END 


2 
1 


AB 
A 


- 3 

- 3h 


260 39 8 1 
2539327 


. COVER, END 

FOB DETAIL EARTS SEE FIGURE 1 PART 4 
. LABEL, SAFETY 


1 
1 


B 
AB 


5 
6 


2 59685b 
5 373180 
540915C 


. COVER CBM.TOP 

. COVER 

. KICKPLATE 


1 
1 
1 




- 7 

- 8 


2603941 
5489141 


. KICKPLATE 
• KICKPIATE 

USED WITH ONFLOCR CABLING 


1 
1 






- 9 


54891 50 
26022 90 


. KICK ELATE 

USED WITH UNDERFLOOR CABLING 
. NAMFELATE, PROCESSING UNIT 


1 
1 




9 

- 9 

- 1& 


260229 1 
2602292 
2 596756 


. NAMEFLAIE, UNITE DE TRAITMENT 
. NAMEELATE,ZENTRALEINHEIT 
. CCVER ASM,3LUE 


1 
1 
1 


A 


- 1 

- 1C 


2598761 
259S757 
2598762 


. CCVER ASM, BLUE 
. COVER ASM, GREY 
. CCVER ASM, GREY 


1 
1 
1 


B 
A 
B 


- 10 

- 1C 


2SK8758 
2 596763 
2596759 


. COVER ASM, RED 
. CCVER ASM, RED 
. COY{iR ASM, YELLOW 


1 
1 
1 


A 
B 
A 


- 10 

- 10 


2596764 
2598760 
2596765 


. COVER ASM, YELLOW 
. COVER ASM, WHITE 
. CCVER ASM, WHITE 


1 
1 
1 


B 
A 
B 


- 10A 


2539327 
2 59 6790 


FOR DETAIL EARTS SEE FIGURE 1 PART 4 
. LABEL,5AFETY 
. CCVER ASM, BLUE 


1 
1 


AB 
A 


- 11 


2 598795 
259 97 91 
2598796 


. COVER ASM, BLUE 
. COVER ASM, GREY 
. COVER ASM, GREY 


1 
1 
1 


B 
A 
B 


- 11 


2596192 
2596757 
2598793 


. CCVER ASM, RED 
. COVER ASM, RED 
. CCVER ASM, YELLOW 


1 
1 
1 


A 
B 
A 


- 11 


2 598 79 8 
2 598 794 
2 5 9 S 7 9 9 


. COVER ASM, YELLOW 
. COVER ASM, WHITE 
. COVER ASM, WHITE 


1 
1 
1 


B 
A 
B 


- 11A 

- 12 


2 5 39327 
2598777 


FOI< DETAIL PARTS SEE FIGURE 1 PART 4 
. LABEL, SAFETY 

. KICKPLATE 


1 
1 


AB 


- 1 3 


2 5 9 6 7 7b 


. KICKPLATE 


1 


























WORLD TRADE ONLY 



U.S. A. ONLY 



FIGURE 1. COVER ASSEMBLIES. SHEiT 2 OF 5. INDEX NOS. 14-62. SEE LIST 1. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






COVER ASSEMBLIES (PART 2 OF 5) 






1 - 


NO NO 


COVER ASSEMBLIES (CONTINUED) 

ITEi'.S 14 THROUGH 49 ARE DETAIL PARTS OF 


REF 




- 14 

- 15 


NC NO 
5496554 






FIGURE 1 ITEM 1 (COVER ASSEMBLY, HINGED RIGHT) 
. LATCH DAE ASSEMBLY 
. . LATCH BOLT. COVES 


2 
1 




- 16 

- 17 

- 18 


34512 

22478 

5499762 






. . SCREW, BD HD, 8-32,0. 375LG ATT PT 
. . DASHER, 0. 17GIE,0. 3750D, . 032THK ATT PT 
. . GUIDE 


2 
2 
1 




- 19 

- 20 

- 21 


2564580 
3 4512 
NC NO 






. . PLATE, GUIDE MTG 

. . SCREW, BD HD, 8-32,0. 375LG ATT PT 

. PIVOT ASSEMBLY 


1 
2 

1 




- 22 

- 2 2A 

- 23 


5 SCO 189 
32617 
32042 






. . PIVOT 

. . SCREW, BD HE, 10-32,0. 438LG 

. . SCREW, BD HD, 10-32,0. 375LG 


1 
2 

4 




- 24 

- 25 

- 25A 


5 50 01 83 

55C0184 

45690 






. BUSHING 

. SPACER 

. WASIiEH.o. 203ID.0. 4380D 


4 
1 
4 




- 26 

- 27 

- 28 


NC NO 
2561283 
582C7 






. LATCH ASSEMBLY 

.. SEEING 

. . SCREW, (INDUCT, BD HD, 8-3 2 .0. 250LG ATT PT 


1 
1 
2 


A 
A 


- 29 

- 30 

- 3 0A 


257188 

606 4 6 

257598C 






. NUT , HEX, 8-32 ATT PT 
. . WASHER, LOCK, IT 0. 168ID, 0. 340OD ATT PT 

. BUMPER 


2 
2 
1 


A 
A 
A 


- 31 

- 32 

- 33 


1144248 
2564571 
549656C 






. RETAINER 
. BUSHING, PIVCT 
. . CRANK 


1 
2 

1 




- 34 

- 34 

- 34 


2564602 
2564603 
2564604 






. HANDLE, COVER, BLUE 
. HANDLE, COVER, GREY 
. HANDLE, COVER, RED 


1 
1 

1 


A 
A 
A 


- 34 

- 34 

- 35 


25646C5 
549S7S6 
2542952 






. HANDLE, COVER, YELLOW 
. HANDLE, CCVER, WHITE 
. LATCH BRACKET 


1 
1 
1 


A 
A 

B 


- 36 

- 37 

- 38 


2E4295C 

55726 

257986 






. SPRING, HANDLE CCVER 

. SCREW, BD HD, 6-32,0. 188LG ATT PT 

. WASHER, 0. 156ID,0.312OD ATT PT 


1 
1 
1 


B 
B 
B 


- 39 

- 40 

- 41 


567 22 
1144248 
2564571 






. WASHER, LOCK, ET 0. 14 1ID, 0. 320OD ATT PT 

. RETAINER 

. 3'JSHING, PIVOT 


1 

REF 
REF 


B 


- 42 

- 43 

- U3 


5456560 
548C7C1 
5480702 






. CRANK 

. HANDLE ASM, COVER, BLUE 

. HANDLE ASM, COVER, GREY 


REF 
1 
1 


B 
B 


- 43 

- U3 

- 43 


5480703 
548G704 
549S7S4 






. HANDLE ASM, COVER, RED 

. HANDLE ASM, COVER, YELLOW 

. HANDLE ASK,COVEB,WHITE 


1 
1 
1 


B 
B 
B 


- 44 

- 45 

- 46 


5480687 
5480637 
548C636 




HANDLE, CCVBH 
ASM, LATCH 
ABM, LATCH 


1 
1 
1 




- 47 

- 48 

- 49 


2564560 

34512 

5489123 




PLATE, GUIDE MTG 

SCREW, ED HD,8-32,0.375LG ATT PT 

CCVEE,BLUE 


1 
2 
1 




- 49 

- 49 

- 49 


5489124 
5489125 
5489126 




CCVRF.,GGEY 
COVER, RED 
CCVEB, YELLOW 


1 
1 
1 




- 49 

- 5C 

- 51 


5499801 
548C614 
2566607 




COVER, WHITE 
HINGE, FRAME 
SCREW, NI PLATE, BD HD , 10-3 2, 0. 250LG ATT PT 


1 
3 
6 




- 52 

- 53 

- 54 


5480615 
25666C7 
260C735 




BRACKET, HINGE MOUNTING 

SCREW, NI PLATE, ED HE, 10-32, . 250LG AIT PI 

STRIKE 


3 
6 
2 




- 5b 

- 56 

- 57 


2575295 

5506079 

32042 




SCREW, BD HD, 10-32, 0.375LG ATT PT 

TAB, STAY BRACE 

SCREW, BD HD, 10-32,0. 375LG ATT PT 


4 




- 58 

- 59 

- 6C 


26C4994 

366433 

2 59 9 2 1 




, STAY, ASM 
SCREW, SHOULDER, 10-32,0. 531LG ATT PT 
PLATE 






- 61 

- 62 


25/5295 
2566180 




SCREW, BD HD, 10-32, 0.375LG ATT PT 
SIRIP , COMPRESSION 


2 

AH 



































Page of S1 35-0005-2 
Revised Nov 26,1979 
By TNL: SN24-0865 




WORLD TRADE ONLY 



USA ONLY 



FIG03E 1. COVER ASSEMBLIES. SHEET 3 OF 5. INDEX NOS. 63-112. SEE LIST 1. 



3135 PC 5 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COVER ASSEMBLIES (PART 3 OP 5) 










CODE A USED ON USA MACHINES 

CODE B USID ON WORLD TRADE MACHINES 






1 - 


NO NO 


COVER ASSEMBLIES (CONTINUED) 


REF] 




- 63 


NO NO 


ITEMS 63 THROUGH 99 ARE DETAIL PARTS OF 
FIGURE 1 ITEM 2 (COVER ASM, HINGED LEFT) 
. . LATCH BAR ASM 


2 




- 64 

- 65 

- 66 


5496554 
34512 
22478 






. . LATCH BOLT, COVER 

. . SCREW, BD HD,8-32,0.375LG ATT PT 

. . WASHER. 0. 170Tr P 0.375On r 0.320THK ATT PT 


1 
2 
2 




- 67 

- 68 

- 69 


5499762 

2564560 

34512 






. . GUIDE 

. . PLATE, GUIDE MTG 

. . SCREW. BD HD.8-32,0.375LG ATT PT 


1 
1 

2 




- 7C 

- 71 

- 71A 


NO NO 
55C0189 
32617 






. PIVOT ASM 
. . PIVOT 

. SCREW. BD HD. 10-32.0. 43flLG 


1 
1 
2 




- 72 

- 73 

- 74 


32042 
5500183 
55C0184 






. SCREW, BD HD, 10-32,0. 375LG 
. BUSHING 
. . SPACER 


4 
4 

1 




- 74A 

- 75 

- 76 


45690 
NC NO 
2561283 






. WASHER,0.203ID,0.438OD 
. LATCH ASM 
. SPRING 


4 
1 
1 


A 


- 77 

- 78 

- 79 


58207 

257188 

60646 






. . SCREW, UNDECT,BD HD, 8-32 ,0. 250LG ATT PT 

. NUT, HEX, 8-32 ATT PT 

. . WASHER P LOCK,IT,0. 168ID, 0. 340OD ATT PT 


2 
2 
9 


A 

A 
A 


- 80 

- 81 

- 82 


257998C 
1144248 
2564571 






. BUMPER 

. RETAINER 

. BUSHING-PIVOT 




A 


- 83 

- 84 

- 84 


5496560 
2564602 
2564603 






. CRANK 

. HANDLE, COVEE, BLUE 

. HANDLE. COVER. GREY 




& 
A 


- 84 

- 84 

- 84 


2564604 
25646C5 
549S786 






. HANDLE, COVEE, RED 

. HANDLE, COVEE, YELLOW 

. HANDLE. COVEE. WHITE 




A 
A 
A 


- 85 

- 86 

- 87 


2542952 

2542950 

55726 






. LATCH BRACKET 

. SERING,HANDIE COVER 

. SCREW, BD HD, 6-32.0. 188LG ATT PT 




B 
B 
B 


- 88 

- 89 

- 90 


2579S6 

56722 

1144248 






. WASHER, 0. 156ID,0.312OD ATTPT 
. WASHER, LOCK, ET 0. 1 4 1 1D, 0.320OD ATT PT 

. RETAINER 


REF 


B 
B 


- 91 

- 92 

- 93 


2564571 
5496560 
548C7C1 






. BUSHING, PIVOT 

. CRANK 

. HANDLE ASM, COVER, BLUE 


REF 
'REF 


B - 


- 93 

- 93 

- 93 


548C702 
548C703 
5480704 






. HANDLE ASM, COVER, GREY 

. HANDLE ASM, COVEE, RED 

. HANDLE ASM, COVER. YELLOW 




B 
B 
B 


- 93 

- 94 

- 95 


54997S4 
5489133 
5480637 






. HANDLE ASM, COVEE, WHITE 
HANDLE, COVER 
ARM, LATCH 




B 


- 96 

- 97 

- 98 


5480636 

2564580 

34512 






ARM, LATCH 

PLATE, GUIDE MTG 

SCREW, BD HC,8-32,0.375LG ATT PT 






- 99 

- 99 

- 99 


548C6C6 
548C6C7 
54806C8 






COVER, BLUE 
COVER, GEEY 
COVER, RED 






- 99 

- 99 
-100 


5480609 
5499795 
5480614 




I 


COVEE, YELLOW 
COVER, WHITE 
1INGE, FRAME 


3 




-101 
-102 
-103 


2566607 
5480615 
2566607 




SCREW, NI PLATE, BD HD, 10-32, 0. 250LG ATT PT 

BRACKET, HINGE MOUNTING 

SCREW, NI ELATE, BD HB, 10-32, 0. 250LG AIT PT 


6 
3 
6 




-104 
-105 
-106 


2 60 C 735 
2575295 
5506079 




STRIKE 

SCREW, BD HD, 10-32, 0.375LG ATT PT 

TAB,SIAY BRACE 


2 

4 




-107 
-108 
-109 


32042 

2604994 

366433 




SCREW, BD HD, 10-32, 0.375LG ATT PT 

STAY, ARM 

SCREW, SHOULDER, 10-32,0. 531LG ATT PT 






-110 
-111 
-112 


2599201 
2575295 
2566180 




PLATE 

SCREW, BD HD, 10-32, 0.375LG ATT PT 

STRIP, COMPRESSION 


2 

AR 


























FIGUrfE 1. COVEH ASSEMBLIES. SHEET 4 OF 5. INDEX NOS. 113-145. SEE LIST 1. 



3135 PC 7 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COVER ASSEMBLIES (PART 4 OF 5) 










CODE C USED ON REAR COVER - WITHOUT 2319 
CODE C USED ON REAR COVFR - WITH 2319 










CODE E USED ON SIDE COVER - WITH 2319 






1 - 


NC NO 


COVER ASSEMBLE (CONTINUED) 

ITEMS 113 THROUGH 128 ARE DETAIL PARTS OF 


REF 








FIGURE 1 ITEM 3 (REAR COVER - WITHOUT 2319) 
FIGURE 1 ITEM 11 (REAR COVER - WITH 2319 
FIGURE 1 ITEM 10 (SIDE COVER - WITH 2319 






-113 

-in 


NC NO 
NO NO 


. . LATCH EAR ASSEMBLY 

FOfc DETAIL FARTS SEE FIGURE 1 PART 3 ITEM 63 

. . PIVOT ASSEMBLY 


1 

1 




-115 


NC NC 


FCB DETAIL PARTS SEE FIGURE 1 PART 3 ITEM 70 
. . . LATCH ASSEMBLY 

FOR DETAIL PARTS SEE FIGURE 1 PART 3 ITEM 75 


1 




-116 
-117 

-11a 


NO NO 
5496554 
34512 


. . LATCH EAR ASSEMBLY, LOWER ; 

. . . LATCH BOLT, COVER 

. . . SCREW. BD HD. 8-32,0. 375LG ATT PT 


1 
1 
? 




-119 
-120 
-121 


22478 
54SS762 
2564560 


. . . WASHER, 0. 17lD,0.375OD,0.32THK ATT PT 

. . . GUIDE 

. . . PLATE. GUIDE MTG 


2 
1 

1 


v. 


-122 
-123 
-123 


34512 
2603936 
5480637 


. . . SCREW, BD HD,8-32,0.375LG 

. . ARM, LATCH 
. . ARM. LATCH 


2 
1 
1 


C 
p 


-123 
-124 
-124 


548C637 
2603939 
2602324 


. . ARM, LATCH 
. . ARM, LATCH 
. . . ARM. LATCH 


1 
1 
1 


E 
C 


-124 
-125 
-125 


548C636 
2601999 
260200C 


. . ARM, LATCH 

. . HANDIE, COVER 

. . HANDLE, COVER 


1 
1 

1 


E 
D 

E 


-126 
-127 


2564560 
34512 


. . PLATE, GUIDE MTG 

USED ON SIDE COVER - WITH 2319 
. . SCREW. BD HC.8-32.0.375LG ATT PT 


1 

2 


E 
E 


-128 
-128 
-128 


2598765 
2598766 
2598787 


. . COVER, BLUE 
. . COVER, GREY 
. . COVER, RED 


1 
1 

1 




-128 
-128 
-129 


2598788 
25S6789 
NC NO 


. . COVER, YELLOW 

. . COVER, WHITE 

. STAY TAB ASSEMBLY. REAR 


1 
1 

1 




-130 


2604227 


FOR STAY TAB ASSEMBLY, S IDE, SEE FIGURE 1 
PART 3, ITEMS 106 THROUGH 111 
. . TAB STAY BRACE 


1 




-131 
-132 
-133 


32042 

2602302 

366433 


. . SCREW, BE HD, 10-32, 0.375LG ATT PT 

. . STAY, ARM 

. . SCREW, SHOULDER, 10-32. 0.531LG ATT PT 


1 
1 

1 




-134 


NC NC 


. HINGE ASSEMBLY, REAR 

FOR HINGE ASSIMELY, SICE, SEE FIGURE 1 PAHT 3, 
ITEMS 100 THROUGH 103 


3 




-135 
-136 
-137 


5489132 
2566607 
5489131 


. . HINGE 

. . SCREW, NI PLATE, BD HD, 10-3 2,0. 250LG ATT PT 

. . HINGE, FRAME, END COVER 


1 
2 

1 




-138 
-139 
-140 


2566607 
260C735 
2575295 


. . SCREW, NI PLATE, BD HD, 10-32, 0. 250LG ATT PT 

. STRIKE 

. SCREW, BD HD, 10-32, 0.375LG ATT PT 


2 
2 

4 




-141 


NC NO 


. KICKPLATE 

FOR KICKPLATE PART NUMBERS SEE FIGURE 1, 
PART 1, ITEMS 6,-7,-8,-12,-13 


REF 




-141A 

-142 

-143 


NC NO 

2575295 

5480534 


. KICKELATE MOUNTING 

. .. SCREW, BD HD, 10-32, 0.375LG 

. . BRACKET, KICKPLATE 


6 
1 

1 




-144 
-145 


257 5295 
2566180 


. . SCREW, BD HD, 10-32,0. 375LG 
. STRIP, CCMPRESSICN 


2 

AH 














































169 



FIGOHE 1. COVEH ASSEMBLIES. SHEET 5 OF 5. INDEX NOS. 146-175. SEE LIST 1. 



3135 PC 9 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COVER ASSEMBLIES (PART 5 OF 5) 






1 - 

-146 


NC NO 
2598856 


COVER ASSEMELY (CONTINUED) 
. COVER P TOP 


REF 
REF 




-147 
-148 
-149 


5373180 
5460539 
2575295 


. COVER, TOF 

. RETAINER, COVER 

. SCREW. BD HD. 10- 32 r O. 375LG ATT PT 


RE 
4 
R 




-150 
-153 


2598444 
2603880 


. MESH, STEEL 

PABT OF FINAL ASSEMBLY 
. BRACKET, SUPPORT 


REF 

1 




-154 
-155 
-156 


2566638 
2574799 


. SCREW, NI PLATE, SLOT HEX HD, 10-32, 0. 500LG ATT PT 
. WASHER, LOCK, NI PLATE, 0. 19 4ID, 0. 3370D ATT PT 

. STRAP 


2 
2 




-157 
-158 


25666C9 
2566647 


PART OF 2319 
. SCREW, NI PLATE, BD HD, 10-32, 0. 5LG ATT PT 
. WASHER. NI PLATE.0.203ID,0.438OD ATT PT 


4 
U 




-159 
-160 
-161 


25748C5 
2574805 
25S8855 


. WASHER, LOCK, NI PLATE, ET ,0 . 1 95ID,0 . 3950D ATT PT 
. WASHER, LOCK, NI PLATE, ET ,0. 1 95ID,0. 3950D ATT PT 

. SPACES. FRAME 


4 
4 

1 




-162 
-163 
-164 


149911 

161351 

2599197 


. SCREW, HEX, SOCK HD ,0.3 12-1 8, 1 .500LG ATT PT 
. WASH2R,0.330IE,0.6250D ATT PT 
. BRACKET 


4 
4 

7 




-165 
-166 
-167 


2575295 
25991C9 
2600735 


. SCREW, BD HD, 10-32, 0.375LG AIT PT 
. SUPPORT CBM 
. STRIKE 


6 
1 

REF 




-168 
-169 


2575295 

NC NO 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 
. KICKFLATE 

FOR KICKPLATE PART NUMBERS , SEE FIGURE 1 PABT 1 


REF 




-170 
-171 
-172 


2575295 
5480534 
25752S5 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 

. BRACKET, KICKFLATE 

. SCREW. BD HD. 10-32. 0.375LG ATT PT 


REF 
REF 
REF 




-173 
-174 
-17 5 


260 3881 
186938 
161351 


. BRACKET, TSIM 

. SCREW, HEX, SOCK HD,0 . 3 12-1 8, 0. 625LG ATT PT 

. WASHER, 0. 330ID,0.625OD ATT PT 


1 
2 
2 



























































































































































10 





FIGURE U. LABEL ASSEMBLY. SEE LIST 1A. 



3135 PC 11 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






LABEL ASSEMBLY 










CODE A-USED ON B/M 2601842 
CODE B-USED ON B/M 2601843 










CODE C-USED ON B/M 2601 844 
CODE E-USED ON B/M 2606646 






1A - HO 

- 1 

- 2 


NO 

535632 
2601743 


LABEL ASSEMBLY 

. LABEL - HAZARDOUS AREA 

. LABEL - POWER SUPPLY 


REF 
6 




- 3 

- 3 


2601721 
2601722 


. PLATE - POWER RATING 

USED ON 50HZ MAHCINES 
. PLATE - POWER RATING 






- 4 

- 5 


2601720 

655284 


USED ON 60HZ MACHINES 
. PLATE - POWER RATING 
. PLATE - MANUFACTURING EXPORT 




n 


- 5 

- 6 

- 7 


8112300 
845762 
855266 


. PLATE - MANUFACTURING EXPORT 

. LABEL - VOLTAGE 

. PLATE - I. L. APPROVAL 




C 
RC 


- 8 


855262 


USED ON MACHINES FOR US MARKET 
. PLATE - PROPERTY 

USED ON MACHINES FOR US MARKET 




B 


- 8 

- 9 


8112294 
655264 


. PLATE - EROPERTY 

USED ON MACHINES FOR UK MARKET 
. PLATE - MANUFACTURED BY - CONTAINING USED PARTS 




C 

B 


- 9 

- 9 


855265 
855266 


. PLATE - MANUFACTURED BY 

USED ON US MACHINES LEASED IN CANADA 
. PLATE - MANUFACTURED RY 




B 

B 


- 9 


855270 


USED ON US MACHINES EXPORTED TO ALL WT COUNTRIES 
. PLATE - MANUFACTURED BY 

USED ON US RECONDITIONED MACHINES FOR US MARKET 




B 


- 9 

- 9 


855271 
655272 


. PLATE - MANUFACTURED BY 

USED ON MACHINES RECONDITIONED IN THE US 
. PLATE - MANUFACTURED BY 




B 
B 


- 9 


8112295 


USED ON US RECONDITIONED MACHINES FOR WT MARKET 
. PLATE - MANUFACTURED BY 

USED CN MACHINES FOR US MARKET 




C 


- 9 

- 9 


8112296 
8112297 


. PLATE - MANUFACTURED BY 

USED CN MACHINES FOR CANADIAN MARKET 
. PLATE - MANUFACTURED BY 




C 
C 


- 9 


8112298 


USED CN MACHINES FOE UK AND WT MARKET 
. PLATE - MANUFACTURED FOR 

USED CN MACHINES FOR UK AND WT MARKETS 




C 


- 9 

- 10 


8112299 
5235202 


. PLATE - RECONDITIONED BY 

USED CN MACHINES FOE UK AND WT MARKETS 
. LABEL - LINE VOLTAGE WARNING 




C 


- 11 

- 12 

- 13 


2601030 
2C04S84 
2605906 


. LABEL - PINCH HAZARD WARNING 

. LABEL - TEST POINTS 

. LABEL - DELAYED VOLTAGE WARNING 






- 14 

- 15 

- 16 


1994823 
57316S7 

€55283 


. LABEL - COOLING COVER REPLACEMENT 
. LABEL - GROUNDING CONDUCTOR WARNING 
. PLATE-SERIAL, LH 






- 17 

- 18 

- 19 


655282 
2606650 
5242331 


. PLATE-SERIAL, EH 
. LABEL-WARNING 
. LABEL-WARNING 






- 20 

- 21 


2607887 
10009 


. LABEL-WARNING 
• LABEL 




E 
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FIGURE 2. FINAL ASSEMBLY. StltlKT 1 CF 3. INDEX NOS. 1-54. SEE LIST 2. 
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Page of S135-0005-2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






FINAL ASSEMBLY (PART 1 OF 3) 






• 2 - 

- 1 


2596775 NP 
2601650 NP 


FINAL ASSEMBLY 
. CONSOLE ASM 


REF 
1 




- 2 

- 3 


2601635 
2f01569 


FOE DETAIL PARTS SEE FIGURE 5 
. WASHER, THEUST 
. HINGE 


2 
? 




- 4 

- 5 

- 6 


2566635 
2575292 
1993047 


. SCREW, NI PLATE, HEX HD, , 0. 250-2 0, 0. 750LG ATT PT 
. WASHER, LOCK, NI PLATE, SPRING ,0. 255ID, . 4930D ATT PT 
. STAY ABM 


4 
4 
1 




- 7 

- 8 

- 9 


6907 
2601547 
2566607 


. SCREW, SHOULDER, 10-32,0. 697LG ATT PT 

. BRACKET, STAY ARM 

. SCREW. NI PLATE. BD HD r 10-32 P 0. 250I.G ATT PT 


1 
1 
7 




- 10 

- 11 

- 12 


2574805 

518611 

i32042 


. WASHEB,NI PLATE, LOCK, ET, 0. 1 95ID,0. 3950D ATT PT 

. JUMPER 

. SCREW. ATT PT 


2 
1 

1 




- 12A 

- 13 


56079 
2601523 


. WASHER LOCK ATT PT 
. HANDLE 


1 
1 




- Vi 

- 14A 

- 15 


2601884 

367 

2601652 


. BUSH 

. SCREW, FLAT HD, 10-32, 0. 675LG ATT PT 

. SUPPORT 


2 
2 
1 




- 15A 

- 16 

- 17 


2566611 
2598444 
2575295 


. SCREW, NI PLATE, ED HD, 10-32, 0. 625LG ATT PT 

. MESH, STEEL 

. SCREW. BD HD. 1C-32, . 375LG ATT PT 


3 

1 

3? 




- 17A 

- 18 

- 18 


2574799 
2598643 NP 
4142000 


. WASHER, NI PLATE, LOCK, 0. 1 94ID,0.337OD ATT PT 

. 'A 1 GATE ASSEMBLY (FOR DETAIL PARTS SEE FIGURE 9) 

. 'A' GATE ASM - MOD 3 (FOR DETAIL PARTS SEE FIGURE 9 A) 


32 

REF 
REF 




- 19 

- 19 


2596644 NP 
2606871 NP 


. *B' GATE ASSEMBLY 

FOB DETAIL PARTS SEE FIGURE 10 
. 'B« GATE ASSEMBLY 


REF 
REF 




- 20 


2598395 


FOB DETAIL PARTS SEE FIGURE 10 AND 10A 
USED CN MACHINES WITH EC 393085 
. WASHES, PHOSPHOR BRONZE 


1 




- 21 

- 21 


2598413 
25S6395 


. WASHER, PHOSPHOR BRONZE 

USED CN MACHINES WITHOUT EC 391456 
. WASHER. PHOSPHCR BRCNZE 


1 
1 




- 22 

r 23 


25S8437 
2598769 


USED CN MACHINES WITH EC 391456 
. BRACKET, SPIGOT 
. SCREW, SELF TAE, 10-32, 0. 500LG ATT PT 


1 
2 




- 24 

- 25 


2574805 
2599211 


. WASHER, NI PLATE, LOCK, ET , 0. 1 95ID,0.395OD ATT PT 
. PLATE 

USED CN MACHINES WITHOUT EC 391456 


2 
1 




- 25 

- 26 


2606CC8 
2566639 


. PLATE 

USED CN MACHINES WITH EC 391456 
. SCREW, HEX HD,,NI PLATE, 10-32 , 0. 750LG ATT PT 


1 
2 




- 27 

- 28 

- 29 


2574799 
26CC647 
2566610 


. WASHER, NI PLATE, LOCK, 0. 1 941 D,0. 3370D ATT PT 

. BRACKET 

. SCREW, NI PLATE. BD HD , 8-32;0 . 250LG ATT PT 


2 
1 
4 




- 30 

- 31 

- 32 


2574804 

255939 

2575294 


. WASHER, NI PLATE, LOCK, ET , 0. 1 68ID, 0.365OD ATT PT 

. BUMPER, GATE A 

. NUT, HEX, 0.250-20 ATT PT 


4 
2 
2 




- 33 

- 34 

- 35 


255939 
2575294 
25992C5 


. BUMPER, GATE A 

. NUT, HEX, 0.250-20 ATT PT 

. LABEL 


2 
2 
1 




- 36 

- 36A 

- 36B 


2599181 
2604977 
2566607 


. COVER, MESH 

. LABEL 

. SCREW, NI PLATE, BD HD , 10-32, 0. 250LG ATT PT 


1 

1 

18 




- 37 

- 37A 

- 40 


2599176 
2574810 
2605355 


. BRACKET 

. SCREW, NI PLATE, SELF TAP, 1 0-32,0. 375LG ATT PT 

. CLAME 


2 

10 

1 




- 40A 

- 40B 

- 41 


2596652 
2 566650 
2605360 


. NUT, HEX, 6-32 ATT PT 
. WASHER LOCK,NI PLAT E, SPRING ,0. 1 41ID, .2530D ATT PT 
. CLAMP 


2 
2 
1 




- 4 1A 

- 41B 

- 42 


2566600 
2566650 
26022S6 


. SCREW, NI PLATE, BD HE, 6-32, .25CLG ATT PT 
. WASHER LOCK,NI PLATE, SPEING ,0. 14 1 1D, 0.2 530D ATT PT 
. PLUG BRACKET 


2 
2 
1 




- 43 

- 43A 

- 43B 


2566604 
2566647 
2574799 


. SCREW, NI PLATE, BD HC, 10-3 2, 0. 3 1 2LG ATT PT 
. WASHER, NI PLATE, . 203ID ,0 . 4380D ATT PT 
. WASHER L0CK,NI PLATE, SPRING, 0. 1 94ID, 0. 3370D ATT PT 


3 
3 
3 




- 44 

- 45 

- 45A 


1981182 
2596484 
2E748C9 


. CLIP 

. BRACKET, I/O CABLE 

. SCREW, NI PLATE, SELF T AP ,8-3 2,0. 375LG ATT PT 


6 

6 

12 




- 46 

- 46A 

- 47 


2596592 
2566640 
NC NO 


. BRACKET, SUPPORT 

. SCREW, NI PLATE, ED HE, 0. 25-20, . 437LG ATT PT 

. SOCKET ASM 


1 

4 
1 




- 47A 


2574810 


FOB DETAIL PARTS SEE ITEM 75 
. SCREW, NI PLATE, SELF TAP , 10-32,0. 375LG ATI PT 


2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


2-48 
- 49 


587834 




FOOT ASSEMBLY, LEVELING 
. STUD f LEVELING 


4 
4 




- 49A 

- 49B 

- 50 


186036 
587866 
587874 




. SCREW, FLAT HD,0 . 250-2 0, 0. 500LG AIT PT 
. STOP, LEVELING FOOT ATT PT 
. FOOT, ADJUSTABLE RflRRRR FASE 


4 
4 
4 




- 51 

- 52 

- 52A 


55870C 
26CC849 
25S8769 




WASHER, 0.780IC 1.062OD 0.C31THK 

DUCTING 

SCREW, SELF TA F, 10 -3 7, 0. 5T.G ATT PT 


4 
1 
1 




- 5 3 

- 53A 

- 54 


26CC848 
2566617 
2558769 




DUCTING 

SCREW, NI PLATE, BD HE, 8- 32,0 . 375LG ATT PT 

SCREW. SELF TA F. 10 -3 7 .0- ^LG ATT PT 


1 

4 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






FINAL ASM (PART 2 OF 3) 






2 - 
- 55 


25S £775 NP 

NC NO 


FINAL ASSEMBLY (CONTINUED) 
. E.M.C. ASM 


REF 
AR 




- 58 

- 59 

- 6C 


2566633 
257*4805 
2599182 




. . SCREW, NI PLATE, BD HE, 10-32, 0. 750LG ATT PT 
. . WASHER, Nl PLATE, LCCK,ET,0. 195ID, 0. 3950D AIT PT 

. . BRACKET 


5 
5 

1 




- 61 

- 65 

- 66 


2574810 
2566625 
2574804 




. . SCREW, NI PLATE, SELF TAP, 1 0-32,0 . 3 75LG ATT PT 
. . SCREW, NI PLATE, BD HD, 8-32, 0. 250LG ATT PT 
. . WASHER. NI PLATE, LCCK T ET,0.168ID,0.365OD ATT PT 


5 
12 
12 




- 67 

- 68 

- 6BA 


26C1764 

322061 

2566612 




. . SUPPORT 

. . SCREW, BD HE, 10-32, 1.250LG ATT PT 

. . NUT.NI PLATE. HEX, 10-32 ATT PT 


1 

4 
4 




- 6 8B 

- 69 

- 70 


2566647 

2601906 

19852 




. . WASHER, NI PLATE, . 203ID,0 . 4380D ATT PT 
. . SPACER 

. SCREW. HEX HD. 0. 250-20 P 1- 250T.G ATT PT 


4 
1 





- 70A 

- 70B 

- 71 


2575294 
2575293 
4034285 




. . NUT, HEX, 0.250-20 ATT PT 
. . WASHER, NI PLATE 0. 265ID , . 5620D ATT PT 

. . TERMINAL TABS 


2 
2 
2 




- 72 

- 72A 

- 73 


236550 

150209 

2 56 6633 




. . SCREW, BD HD,4-4U,0.375LG ATT PT 
. . WASHER LOCK, 11,0. 1 1 5ID, C. 270OD ATT PT ' 
. . SCREW. NI PLATE. BD HD r 10-32 , 0- 750LG ATT PT 


4 
4 

1 




- 73A 

- 75 

- 76 


2574805 
NC NO 
194355 




. . WASHER LOCK,NI PL ATE, ET ,0 . 1 95ID,0. 3950D ATT PT 
. SCCKET ASM 
. BOX, OUTLET 


3 
2 




- 77 

- 78 

- 78 


25666C0 
418835 
357995 




. . SCREW, NI PLATE, BD HE, 6-32 , 025CLG ATT PT 
. . OUTLET, CONVENIENCE, 50 HZ 
. OUTLET. CONVENIENCE, 60HZ 


4 
2 




- 79 

- 81 

- 82 


61486 
2606838 
2566604 




. . CONNECTOR, ELBOW 
. DC INT, PANEL ASM 

. SCREW. NI PLATE. (3D HD. 10-3 2 ,0.3 1 2LG ATT PT 


2 
1 
7 




- 8 2A 

- 83 

- 84 


2574805 
2602017 
2566607 




. . WASHES, NI PLATE, LOCK, ET,0 . 195ID ,0. 3950D ATT PT 
. BRACKET 
. SCREW, NI PLATE # BD HD , 10-32 .0250LG ATT PT 


4 
2 

1 




- 84A 

- 85 

- 85A 


2574805 

5E24095 

1C170 




. WASHER, NI FLATE,LCCK, ET,0 . 195ID,0. 3 950D ATT PT 
. . SHIELD, SAFETY 

. SCREW. BD HD.6-32.0.250LG ATT PT 


2 
2 

4 




- 86 

- 86 

- 87 

- 88 


352784 

210883 
253220 
365323 




. STUD, MOUNTING-TB1 

. STUD,MOUNTING-TB2 

. TERMINAL BOARD, 20 BBL SCREW TERMINALS 

. STRIP, MARKER 


2 
2 
2 
2 




- 89 

- 90 

- 91 


2566608 
2601979 
NO NO 




. SCREW, NI PLATE, BD HE, 6-32, C. 500LG ATT PT 
. PANEL, DC INTERFACE 
RELAY PANEL ASM 


4 
1 

1 




- 92 

- 93 

- 94 


2601S81 
25666C0 
25666C4 




. BOX ASM 

. SCREW, NI PLATE, BE HE, 10-32, 02 50LG ATT PT 

. SCREW, NI PLATE, BD HD, 10-3 2,0 . 3 1 2LG ATT PT 


1 
2 
2 




- 95 

- 96 

- 97 


2602017 
25666C0 
25748C5 




. BRACKET 

. SCREW, NI PLATE, BD HD, 1 0-32,0250LG ATT PT 

. WASHER, NI PLATE,LOCK,ET,0.195ID.0.395OD ATT PT - 


2 
2 
2 




- 98 

- 99 


338327 
5759134 




. GFGMMET,FOR 1.250 DIA HCLE, . 062THK 
. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20-25 


1 
1 




-100 
-101 


540E684 
2566626 




. JUMEER ASM 

FCR COMPONENT PARTS SEE FIGURE 20-25 
. NUT, HEX, NI PLATE, 8-32 /ATT PT 


1 
2 




-101A 

-102 

-103 


5468929 
2E748C4 
2566625 




. WASHER LOCK, SPRING, 0. 1 68ID, . 2960D ATT PT 
. WASHER LOCK,NI PL ATE, ET ,0 . 1 68ID,0. 3650D ATT-PT- 
. SCREW, NI PLATE, BD HD, 8-32 ,0. 500LG ATT PT 


2 
2 

2 




-104 
-10 ilA 

-10*413 


320451 

550576 

2574816 




. TERMINAL 30ARE,10 DBL SCREW TERMINALS 

. MARKER STRIP, 10 PCS NCS 1 THROUGH 10 

. SCREW, BD HC, 6-32,0. 625LG ATT PT 


1 
1 

8 




-104C 

-105 

-105A 


2566629 
323836 
515620 




. HUT,NI PLATE, HEX, 6-32 ATT PT 

. 3L0CK 

. INSULATOR 


8 
1 

1 




-106 
-107 
-107A 


2630456 
2630454 
25666C6 




. CIRCUIT PROTECTOR, 3 POLE, 30 A, 250V AC,400HZ 

. CIRCUIT PROTECTOR, 2 POLE, 5A, 250V AC,400HZ 

. SCREW, NI PLATE, BD HD, 6-32 , 0. 500LG ATT PT 


1 
AH 
16 




-108 

-108A 

-10813 


2601SS5 
2566629 
2566624 




. PLATE, BLANKING 

. NUT,NI PLATE, HEX, 6-32 ATT PT 

. SCREW, NI PLATE, BD HD, 6-32 ,0. 1 88LG ATT PT 


AB 
AB 
20 




-105 

-109A 
-110 


2601980 
2566600 
NO NO 




. PANEL 

. SCREW, NI PLATE, BD HD, 6-32 , 0250LG ATT PT 

BRACKET ASM 


1 
4 
1 




-111 
-111A 
-11 1B 


2601766 
2 566610 
2574604 




. PLUG BRACKET 

. SCREW, NI PLATE, BE HD, 8- 3 2 ,0. 25LG ATT PT 

. wASHEri,NI PLATE, LOCK, ET,0. 168ID,0 . 3650D ATT PT 


1 

2 
2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






FINAL ASSEMBLY (PART 3 OF 3) 






2 - 
-112 


2596775 NP 
2599156 


FINAL ASSEMBLY (CONTINUED) 
. COVER 


REF 
1 




-113 
-114 
-115 


2566601 
2596375 
2596376 


. SCREW, NI ELATE, ED HE, 6- 32,0. 31 2LG AIT PT 
. SMS GATE ASM (FOR DETAIL BREAKDOWN SEE FIGURE 12) 

. SMS GATE 


4 




-116 
-117 
-118 


2596769 
2602323 
2566617 


. SCREW, SELF TA E , 10 -3 2, 0. 500LG ATT PT 

. COVER, REGULATOR 

. SCREW. NI PLATE f BD HD , 8-32 , . 375LG ATT PT 






-119 
-120 
-121 


2598300 
25S6769 
2574810 


. POWER FRAME ASM (FOR DETAIL BREAKDOWN SEE FIGURE 16) 
. SCREW, SELF TA E , 10-3 2 , 0. 5LG ATT PT 
. SCREW. NI PLATE. SELF TAP f 1 0-32, 0.375LG ATT PT 






-122 
-123 
-125 


2596769 
2558769 
26C6838 


. SCREW, NI PLATE, SELF TAP, HEX HD, 1 0-32, 0. 500LG All PT 
. SCREW, NI PLATE, SELF TAP, HEX HD, 10-32, 0. 500LG ATT PT 

. DC INT. PANEL ASM 






-126 


NO NO 


FOR DETAIL PARTS SEE ITEM 81 
. RELAY PANEL ASM 

FOR DETAIL FARTS SEE ITEM 91 






-127 
-128 
-129 


2601952 
25666C4 
1994833 


. SHIELD, SAFETY, REGULATOR 

. SCREW, NI PLATE, DD HD, 10 -32, 0. 3 12LG ATT PT 

. COOLING UNIT ASM ,50 HZ 






-129 


1797541 


COMPONENT PARTS NOT REPLACEABLE 
. COOLING UNIT ASM, 60 HZ -PCB 

COMPONENT PARTS NOT REPLACEABLE 






-129 
-130 


1603084 
2566603 


. COOLING UNIT ASM, 60 HZ -NON PCB 

COMPONENT PAH1S NOT REPLACEABLE 
. SCREW, NI PLATE P ED HC r 8-32 ,0 . 31 2LR ATT PT 






-131 
-132 
-133 


2601951 
1993465 
2566629 


. MOUNTING, SWITCH 

. CABLE ASM 

. NUT.NI PLATS. HEX. 6-32 ATT PT 






-134 
-135 
-136 


36442 
2601944 
2566626 


. SCREW, FL CSK HD ,6-3 2, 0. 250LG ATT PT 

. SHELF, FAN BOX 

. NUT,NI PLATE, HEX, 8-32 ATT PT 


2 
1 

4 




-137 
-138 
-139 


2566646 
2566615 
2572750 


. WASHER, NI PLATE, 0. 17ID,0.375OD ATT PT 
. SCREW, HD, 8-32, 0.750LG ATT PT 
. PHASE CCNTEOL REG ASM 


4 

4 

AR 




-139 


2605340 


FOR DETAIL EARTS SEE FIGURE 18 
. PHASE CONTROL REGULATOR ASM 

FOR DETAIL FARTS SEE FIGURE 18A 


AR 




-140 
-141 


2566638 
25748C5 


USED ON MACHINES WITH EC 393020 
. SCREW, SLOT HEX HD ,, 10-3 2,0. 5LG ATT PT 
. WASHER. NI PLATE. LOCK. ET f 0. 1 95ID.0. 3950D AIT PT 


12 
12 




-142 
-142 


260195 3 

26C6609 


. GUARD, REGULATOR 

USED ON MACHINES WITHOUT EC 393020 
. GUARD, REGULATOR 


AR 
1 




-143 
-144 


91610 
2601943 


USED ON MACHINES WITH EC 393020 
. SCREW, THD CTG-BD HD ,6-32, 0. 500LG ATT PT 

. SHELF, REGULATOR 


4 
AR 




-145 
-146 
-147 


2566626 
2566646 
2566615 


. NUT,NI PLATE, HEX, 8-32 ATT PT 
. WASHER, NI PLATE, 0. 17ID,0.375OD ATT PT 
. SCREW, HD, 8-32, 0.750LG ATT PT 


12 
12 
12 




-148 
-149 
-15C 


2601954 

91610 

2601946 


. GUARD 

. SCREW, THD CTG,BD HD ,6-3 2, 0. 500LG ATT PT 

. BRACKET, SAFE SHIELD 


1 
2 

2 




-151 

-152 
-153 


2566607 
2601945 
2 566607 


. SCREW, NI PLATE, BD HD, 10-32, 0. 250LG ATT PT 

. BRACKET, REGULATOR 

. SCREW, NI PLATE, BD HD , 10-3 2, 0. 250LG ATT PT 


6 

8 

16 




-154 
-155 
-156 


2601949 
2566604 
2566604 


. BRACKET, REGULATGR 

. SCREW, NI PLATE, ED HE, 10- 3 2, . 31 2LG ATT PT 

. SCREW, NI PLATE, BD HD , 10 -32, 0. 312LG ATT PT 


2 

4 
4 




-157 
-158 
-158A 


2566647 

2€019i<2 

730432 


. WASHER, NI PLATE, . 203ID, 0. 4380D ATT PT 
. FRAME, REGULATOR MOUNTING 
. CHANNEL, 7. 750LG 


4 
1 
1 




-159 
-160 
-161 


2566620 
2566647 
2566611 


. NUT,NI PLATE, HEX, LOCK, 10-32 ATT PT 
. WASH3E,NI PLATE,0.203ID,0.438OD ATT PT 
. SCREW, NI PLATE, BD HD, 10 - 32, . 62 5LG ATT PT 


4 
4 
4 




-162 
-163 
-164 


317227 
2601948 
2566626 


. Gfi0MMET,5UB,FCR 0.312 HOLE, . 125THK PNL 

. DUCT, REGULATOR 

. NUT,NI PLATE, HEX, 8-32 ATT PT 


1 
1 
3 




-165 
-166 
-167 


2=66617 
2 596568 
25S8765 


. SCREW, NI ELATE, ED HC, 8- 32, 0.375LG ATT PT 

. STOP, GATE 

. SCREW, SELF TA E , 10 -32, 0. 50GLG ATT PT 


3 
1 
2 




-167a 

-168 

-170 


25748C5 
2606C07 
2566604 


. WASHER, NI PLATE, LOCK, ET , . 1 95ID, 0. 3 950D ATT PT 

. CHANNEL ASM, CABLE 

. SCREW, HI PLATE, BD HE, 10 -3 2, 0. 3 1 2LG ATT PT 


2 
1 

4 




-171 
-172 


2596465 
2566607 


. BRACKET, SUPPORT 

. SCREW, SELF T A E , 10-32, 0. 250LG ATT PT 


1 

2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


2 -173 
-174 


2599155 
25748C8 


. BRACKET 

. SCREW P NI PLATE, SELF TAP r 6-32, 0. 380LG ATT PT 


1 
? 




-177 
-178 


2600736 NP 
2566614 


. AC BOX ASK 

FOR DETAIL BREAKDOWN SEE FIGURE 1 4 
. SCRKW.NI PIATK r HEX HD r . 0. 250-20 r 0. 500l.fi ATT PT 


1 
5 




-179 
-180 
-181 


2575292 
2566614 
2575292 


. LOCKWASHEfi, SPRING 0.255ID ATT PT 
. SCREH,NI PLATE, HEX HD, , . 250-20 ,0. 500LG ATT PT 
. LOCKWASHEE f SPRING 0-255TD ATT PT 


5 
1 

1 




-182 
-183 
-184 


2601018 
2566606 
2575292 


. BRACKET 

. SCREW, NI PLATE, HEX HD ,, 0. 250-20 ,0 . 375LG ATT PT 

. LGCKWASHER. SPRING 0.255ID ATT PT 


1 
2 
? 




-185 
-186 


NO NO 
2602064 


. SOCKET ASK 

FOR DETAIL PARTS SEE ITEM 75 
. BHACKET P PANEL 


1 
7 




-187 
-188 
-189 


2 566612 
2566647 
2575295 


. NUT,NI PLATE, HEX, 10-32 ATT PT 
. HASHER, NI PLATE, . 2C3ID, 0. 4380D ATT PT 
. SCREW. NI PLATE. BD HD r 10 -32, 0. 375I.G ATT PT 


4 
4 
4 




-190 
-191 
-192 


2599243 
5353667 
5412496 


. SPACER 

. BLOCK, CONNECTOR, A STYLE 

. CLAMP. STRAIN RELIEF 


2 

4 
4 




-193 
-194 
-195 


438560 

5412499 

436546 


. SCREW, FLAT HD ,4-40, 1. 000LG ATT PT 

. STRAIN RELIEF ASM 

. SCREW. BD HD. 4-40,0. 188LG ATT PT 


8 
4 
R 




-196 
-197 
-198 


5214172 
2566612 
2566647 


. SPEAKER, REFLEX,70. 5 WATTS, 4 OHMS 

. NUT,NI PLATE, HEX, 10-32 ATT PT 

. WASHER. NI PLATE. 0.203in r n.43fiOn ATT PT 


1 

6 




-199 
-200 
-201 


2566609 

317173 

2623425 


. SCREW, NI PLATE, BD HD, 10 -32, 0. 500LG ATT PT 
. KNOB,BAR TYPE WITH POINTER 

. PCTENTIOMETER 


6 
1 
1 




-202 
-203 
-201 


2602062 
2566612 
2E74799 


. PANEL, CONNECTOR 

. N0T,NI PLATE, HEX, 10-32 ATT PT 

. WASHER. NI PLATE. . 1 94ID ,0. 3370D ATT PT 


1 
4 
4 




-205 
-206 
-207 


2566604 
2604966 
2566607 


. SCREW, NI PLATE, ED HE, 10-32, 0. 312LG ATT PT 

. SHIELD 

. SCREW, NI PLATE, BD HD, 10-32, 0.250LG ATT PT 


4 
1 
2 




-208 
-209 
-210 


2602063 
2566607 
26CC654 


. ANGLE EANEL 

. SCREW, NI PLATE, BD HD , 10 -32, 0. 250LG ATT PT 

. 'C« GATE ASM 


1 
2 
1 




-211 
-2 12 


2566610 
25748C4 


FCR COMPONENT PARTS SEE FIGURE 11 AND 11A 
. SCREW, NI PLATE, BD HD,8-32 ,0.250LG ATT PT 
. WASHER, NI PLATE,LOCK,ET # 0.168ID.0.365OD ATT PT 


2 
2 




-213 
-214 
-21 4A 


2575295 
2602106 
25666C3 


. SCREW, BD HD, 10-32,0. 375LG 

. RACEWAY' 

. SCREW, NI PLATE. BD HD .8-32 .0 . 31 2LG ATT PT 


4 
2 
6 




-215 

-215A 

-216 


2601947 
25666C7 
NC NO 


. BRACKET, RACEWAY 

. SCREW, NI PLATE, BD HD , 10 -32, 0. 250LG ATT PT 

. BRACKET ASM 


1 
4 
1 




-217 


2596322 


FOR DETAIL PARIS SEE ITEM 110 
. FRAME ASM 

FOR DETAIL PARIS SEE FIGURE 19 


1 




-218 


82557 


. CLAMP, CABLE 


AR 
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Control and Indication 
400 Hz. Distribution 
AC Distribution 
DC Distribution 



U/////1 Signals 
Fans 



FIGUBE 3A. CABLE ASSEMBLIES. SHEET 1 OF 6. INDEX NOS. 1-28. SEE LIST 3A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES (PAST 1 OF 6) 










CODE A,50HZ 
CODE E f 60HZ 






3A- 


2599242 NP 


CABLE INSTALLATION 


REF 








ITEMS 7851 THROUGH 8,19 AND 20, USED WITH 1403 






- 1 


2601775 


. CABLE ASH, TAILGATE BLOCKS A1 AND A2 

FCE CCMPCNENT PARTS SEE FIGURE 20 -50,-55,-119, 
-122.-123.-174.-125 


1 




- 2 


2601841 


. CABLE ASH, TAILGATE BLOCKS B1 AND B2 

FCH CCMPCNENT PARTS SEE FIGURE 20 -50,-55,-119, 
-122.-123.-124.-125.-131 


1 




- 3 

- 4 


2601772 
2601773 


. CABLE ASM, 400 HZ DISTRIBUTION, P33 TO TB 36 

FCE COMPONENT PARTS SEE FIGURE 20 -19,-106,-127 
. CABLE ASM. FAN SUPPLY, CB6 to P29 AND 30 


1 

1 




- 5 


2601774 


FCE COMPONENT PARTS SEE FIGURE 20 -17,-21,-115,-121 
. CABLE ASB,DC,F34 TO EC5 AND TB 37 

FCE COMPONENT PARTS SEE FIGURE 20 -14,-20,-64, 


1 




- 6 

- 7 


2596501 
2596502 


-65,-69,-82,-83 
. CABLE ASM, 160 W AY ,EXT,SIG NAL 1 to 1403 
. CABLE ASM, 160 W AY r EXT,S IGNAI. 2 TO 1403 


REF 
REF 




- 8 

- 9 


260C630 
2602394 


. CABLE ASM, AC POWER TO 1403 
. JUMPER ASM 

FCB COMPONENT PARTS SEE FTfilIRT! 20 -54J,-? 1 ; 


REF 
2 




- 10 

- 11 


2604692 
19944 


. JUMPER ASM 

FCR CCMPCNENT PARTS SEE FIGURE 20 -36,-41 
. SCREW, BD HD.8-32.0.750LG ATT PT 


1 

REF 




- 12 

- 13 

- 14 


22478 
2574805 
2604691 


. WASHER, LOCK, . 1 70ID,0 . 3750D ATT PT 
. WASHER, LOCK, EI, C. 195ID, 0. 3950D ATT PT 

. JUMPER ASM 


REF 




- 15 

- 16 


222034 
3550 


FCR COMPONENT PARTS SEE FIGURE 20 -39,-41 
. SCREW, ED HD, 0.250-20,1. 50LG ATT PT 
. WASHER,0.265lE,C.562OD.C.050THK AIT PT 


REF 
REF 




- 17 

- 21 


76574 
2 60 C 8 45 


. WASHER, LOCK, EI, G.256ID,0.510OD,0.028THK ATT PT 

ITEMS 78521 THROUGH 25 USED WITH 3215 
. CABLE ASM, AC POWER TO 3215, TB14 TO J7 






- 22 


260C863 


FCE CCMPCNENT PARTS SEE FIGURE 20 -24A, -58,-1 28 
. CABLE ASM, DC POWER TO 3215, TB6 TO J8 

FCS COMPONENT PARTS SEE FIGURE 20 -32 r -33.-128 






- 23 


26CC840 


. CABLE ASM,01C-A1A4 AND 01C-A1A5 TO 3215 

FCR COMPONENT PARTS SEE FIGURE 20 -50,-53,-69, 
-70,-72,-73,-79,-80,-67,-93,-118.-131 






- 21* 


26CC842 


. CABLE ASM,01C-A1B4 TO 3215 

FCR CCMPCNENT PARTS SEE FIGURE 20 -44,-50,-107, 
-118,-131 






- 25 


26CC868 


. CABLE ASM,01C-A1B5 TO 3215 

FCR CCMPCNENT PARTS SEE FIGURE 20 -31,-50,53, 
-64,-65,-70,-81,-83,-92,-118 






- 26 


2598S33 


ITEMS 78526 AND 27 USED WITH 3210 
. CABLE ASM, AC POKER TO 3210, IB12 TO J15 

FCR COMPONENT PARTS SEE FIGURE 20 -32.-38.-58.-128 






- 27 


2598504 


. CABLE ASM,01C-A1A5,01C-A1E5 TO 3210 

FCB COMPONENT PARTS SEE FIGURE 20 -37,-50,-64, 
-65,-67,-70.-72.-74.-79,-80.-87.-91.-94.-120.-131 






- 28 


2600S64 


. CABLE ASM,01C-A1C5 TO J19 

FCR CCMPCNENT PARTS SEE FIGURE 20 -31,-32,-50, 
-68,-72,-79.-80.-86,-94.-120.-131 



































































90 



88 



91 




,37,38 



Control and Indication 
400 Hz. Distribution 
AC Distribution 
DC Distribution 



Y/////A Signals 

HEiii&iflEi&i&iiiia i ans 

m m m i Thermal Cut Out 



FIGURE 3A. CAELE ASSEMBLIES. SHEET 2 OF 6. INDEX NOS. 29-91A. SEE LIST 3A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMELIES (PAST 2 OF 6) 










CODE A,5QHZ 
CODE B r 60HZ 






3A- 
- 29 


2599242 NP 
2599C80 


CABLE INSTALLATION (CONTINUED) 
. CABLE ASM, THERMAL CUTOUTS 

FCfi COMPONENT PARTS S ? F FIGURE 20 -8,-30,-129 


REF 


B 


- 29 

- 30 


25S9285 
2598941 


. CABLE ASM, THERMAL CUTOUTS 

rCS COMPONENT PARTS SEE FIGURE 20 -8,-30,-129 
. CA13LE ASM. THAN 10 SMS GATE 




A 


- 31 


25S8S60 


FOR COMPONENT PASTS SEE FIGURE 20 -9,-10,-11, 
-13,-27,-31,-39,-45 

. CABLE ASM. SMS TC GATE C 






- 32 


2605958 


FCR COMPONENT PARTS SEE FIGURE 20 -9,-10,-11, 
-21,-32,-33,-45,-60,-61 

. CABLE ASM. FANS 






- 32A 


25666C4 


FOE COMPONENT PARTS SEE FIGURE 20 -31,-32,-37, 
-115,-121,-163,-164,-170,-172 
. SCREW, NI PLATE. BD HD . 10-32. 0. 3 12LG ATT PT 






- 3 2B 

- 3 2C 

- 33 


2574805 
2574799 
2601744 


. WASHER L0CK,NI FLATE, ET , 0. 1 95ID, 0.3 950D ATT PT 
. HASHER LOCK, NI PLATE, SPRING, 0. 1 94ID,0.337OD ATTPT 
. CABLE ASM P TB23 TO TE29 






- 34 


26C1987 


FOE COMPONENT PARTS SEE FIGURE 20 -31,-32 
. CABLE ASM, REG 26 AND 27 SUPPLY 

FOR COMPONENT PARTS S F F FIGURE 20 -2,-20,-93 






- 35 

- 36 


260C627 
2601988 


. CABLE ASM, SMS FAN 

FCR COMPONENT PARTS SEE FIGURE 20 -20 
. CABLE ASM P REG 28 SUPPLY 






- 37 


2606435 


FCR COMPONENT PARIS SEE FIGURE 20 -2,-20 
. CABLE ASM, CONTROL AND INDICATION 

FOR COMPONENT PARTS SEE FIGURE 20 -4,-19,-20, 






- 38 


25S8459 


-27,-56,-63,-64,-65,-69,-70,-71,-72,-74,-77,-78,-79, 
-80,-81,-84,-85,-89,-117,-174 
. CABLE ASM, PHASE 21 REMOTE SENSE 






- 39 


2599C79 


FC5 COMPONENT PARTS SEE FIGURE 20 -27,-116 
. CABLE ASM, MOD CES AUX CONTACTS 

FCR COMPONENT PARTS SEE FIGURE 20 -27.-31 






- 40 


2605766 


. CABLE ASM 

FCR COMPONENT PARTS SEE FIGURE 20-3 5,-38,-124,-163, 
-177,-179,-180 






- 40A 


2602054 


. TWIN LEAD ASM, MULTIPLEXER 

FCR COMPONENT PARTS SEE FIGURE 20-34,-38,-160,-163, 
-177.-179.-180.-181 






- 40B 


2602095 


. TWIN LEAD ASM, DIRECT CONTFOL 

FCR COMPONENT PARTS SEE FIGURE 20-24A, -34 ,-160,-163 , 
-177,-178,-179,-180 






- 41 

- 41A 


25S8955 
26C7141 


. CABLE ASM,UNEEG DC MODULE 1 (T2) TO REG 19 

FCR COMPONENT PARTS SEE FIGURE 20-42,-43,-114 
. TWIN LEAD ASM 






- 41B 


2602018 


FOR COMPONENT PARTS SEE FIGURE 20-177,-179,-180, 
-184,-185 
. TWIN LEAD ASM, SELECTOR CHANNEL A 






- 41C 


2602019 


FCR COMPONENT PARTS SEE FIGURE 20-34,-38,-160,-163, 
-177,-179,-180,-181 

. TWIN LEAD ASM, SELECTOR CHANNEL B 






- 4 1D 


2282675 


FCR COMPONENT PARTS SEE FIGURE 20-34,-38,-160,-163, 
-177,-179,-180,-181 

. TERMINATOR 






- 41E 

- 42 


2282675 
2598932 


. TERMINATOR 

. CABLE ASM,UNREG DC MODULE 2 (T1) TO BEG 18 

FCR COMPONENT PARTS SEE FIGURE 20 -42,-43,-114 






- 43 

- 44 


2598971 
2599278 


. CABLE ASM, DC EIAS TO MST REGS 

FCR COMPONENT PARTS SEE FIGURE 20 -27,-31 
. CABLE ASM.400HZ DIST P4 to K1 






- 45 

- 46 


2601772 
£32393 


FCR COMPONENT PARTS SEE FIGURE 20 -22,-38,-113 
. CABLE ASH,400HZ TO 1403 
. CABLE CLAMP 


REF 
3 




- 47 

- 48 

- 49 


2575295 
2574805 
2598936 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 
. WASHER, LOCK, ET, 0. 195ID, 0. 3950D ATTPT 
. CABLE ASM, AC SUPPLY .CONVENIENCE OUTLET. SKT 1 TO SKT2 


3 
3 
1 




- 50 

- 51 


2602267 
2566617 


FCR CCMPCNENT PARTS SEE FIGURE 20 -132 
. RECEPTACLE MALE 
. SCREW, NI PLATE, BD HD, 8-32, 0.375LG ATT PT 


REF 
4 




- 52 

- £3 

- 54 


2574804 
2566626 
2602298 


. WASHER, LOCK, ET, 0. 168ID, 0. 3650D ATT PT 
. NUT, HEX, NI PLATE, 8-32 ATT PT 
. PIUG BRACKET 


4 
4 

REF 




- 56 


JJS327 
2566604 


. TERMINAL, LUG 

. SCREW,NI PLATE, BD HD, 10-32, 0. 312LG ATT PT 


REF 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


3A- 57 
- 56 


2S7479S 
25748C5 


. WASHER, LOCK, . 1 94ID ,0 . 3370D ATT PT 
. WASHER. LOCK. ET. 0. 195ID.C.3850D ATT PT 






- 59 

- 60 


260C630 
2601049 


. CABLE ASM, AC EOHER TO 1403 
. CABLE ASM,TB4 TO C GATE 

FCR COMPONENT PARTS SEE FIGURE 20 -30 P -31 f -32 , 


REF 




- 61 


2598935 


-120,-131,-181,-182 
. CABLE ASH, AC SUPPLY TO CONVENIENCE OUTLET J1 

FCR COMPONENT PARTS SEE FIGURE 20 -31,-37,-132 






- 62 

- 63 


25S65C0 
260C818 


. CABLE ASM, 2319 FILES 

FCR COMPONENT PARTS SEE FIGURE 20 -60,-104,-105 
. CABLE ASN f 2314 FILES 




A 


- 64 


260C891 


FCR COMPONENT PARTS SEE FIGURE 20 -33,-39,-104,-105 
. CABLE ASM, AC TO 23FE AND CLOCKS 

FCR COMPONENT PARTS SEE FIGURE 20 -31,-37,-64, 






- 65 

- 66 


2601773 
2601775 


-65,-66,-72,-88,-91 
. CABLE ASM, FANS 10 1403 
. CABLE ASM.SIGNAIS TC 1403 


REF 
REF 




- 67 

- 67 

- 67A 


2598504 
260C842 
25666C4 


. CABLE ASH, GATE C TC 3210 MODEL 1 

. CABLE ASM, SIGNAL TO 3215 

. SCREW. NI PLATE. BD HD , 10 -32, 0. 3 12LG ATT PT 


REF 

REF 

1 




- 67B 

- 67C 

- 68 


2574799 
2574805 
2598933 


. WASHER, LOCK, NI PLATE, ET , 0. 1 95ID,0. 3950D ATT PT 
. WASHER, LOCK, NI ELATE, SPRING , 0. 1 94ID, 0. 3370D ATT PT 
. CABLE ASM. AC FOWER TO 3210 MODEL 1 


1 
1 

REF 




- 68 

- 69 

- 70 


260C845 
2600840 
26GC964 


. CABLE ASM, AC POWER TO 3215 

. CABLE ASM,SW AND DRIVER SIG (3215) 

. CABLE ASM.KEYEOARC SWITCHES 


REF 
REF 
REF 




- 71 

- 12 

- 73 


2600866 
260C863 
26C6020 


. CABLE ASM, SIGNALS TC 3215 
. CABLE ASM, DC POWER (3215) 
. CLAMP 


REF 

REF 




- 714 

- 75 

- 76 


2566611 
2574805 
26C6020 


. SCREW,NI PLATE, BD HD, 10-32, 0. 625LG ATT PT 
. WASHER, LOCK, NI PLATE, ET , 0. 1 95ID,0.3950D ATT PT 
. CLAMP 


3 

3 




- 77 

- 78 

- 79 


2566611 
2574805 
26CC982 


. SCREW, NI ELATE, ED HE, 6- 32 , . 625LG ATT PT 
. WASHER, LOCK, NI ELATE, ET , 0. 1 95ID,0.395OD ATT PT 
. CABLE HARNESS, CCNSCLE 


3 
3 

REF 




- 80 

- 81 

- 82 


2601774 

532393 

2566617 


. CABLE ASH, DC TO 1403 

. CLAMP-ADJUSTAELE, CABLE 

. SCREW,NI PLATE. ED HE. 8- 32.0 . 375LG ATT PT 


REF 
3 
3 




- 82A 

- 83 

- 84 


25748C4 

216865 

36383 


. WASHER, LOCK, ET, 0. 168ID, 0.365OD AIT PI 

. CLAMP, CABLE 

. SCREW, FIL HD, 10-32,0. 438LG ATT PT 


3 
1 
1 




- 84A 

- 65 

- 85A 


56079 
5213276 
2566601 


. WASHER, LOCK, EI, 0. 195ID, 0. 41 OOD ATT PT 

. CLAMP, CABLE 

. SCREW. NI PLATE. BD HD .6-32 .0 . 312LG ATT PT 


1 
3 
3 




- 66 

- 87 

- 88 


2566645 

2566629 

532393 


. WASHER, NI PLATE, 0. 1 56ID , 0. 3 120D ATT PT 
. NUT, HEX, NI PLATE, 6-32 AIT PT 
. CLAMP-ADJUSTAELE, CABLE 


3 
3 
1 




- 89 

- 90 

- 91 


2566607 
25748C5 
2599206 


. SCREW, NI PLATE, ED HE, 10-32, 0. 250LG ATT PT 
. WASHER, LOCK, NI ELATE, ET ,0 . 1 95ID ,0.395OD ATT PT 
. CABLE ASM, SIG DC INTF TO 2319 


1 
1 
1 




- 91A 


2605761 


FCR CCMPCNENT PASTS SEE FIGURE 20 -50,-70,-95, 
-96,- S7, -98,-1 19, -120, -130 
. JUMPER ASM, REG 28A TO REG 28B 400 HZ 


3 
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113 




102 



92 A Gate 



94A 

Gate 



94A 



Remote Sense 
DC Distribution 
Thermal Cut Outs 
Unreg. DC Mods. 



1 Jumpers 
Fans 
I///////1 Signals 



FIGURE 3A. CABLE ASSEMBLIES. SHEET 3 OF 6. INDEX NOS. 92-129B. SEE LIS! 3A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES (PAST 3 OF 6) 










CODE A,50HZ 
CODE B,60HZ 






3A- 


2599242 NP 


CABLE INSTALLATION (CONTINUED) 


REF 




- 92 

- 93 

- 94 


25S8643 NP 
2598644 NP 
26C5958 


. 'A' GATE ASM 
. «B« GATE ASM 
. CABLE ASH, FANS 


REF 
REF 
REF 




- 94A 


2605959 


. CABLE ASK, FANS 

FCR COMPONENT PARTS SEE FIGURE 20-115,-121, 
-165.-171 


2 


A 


- 94A 


2605960 


. CABLE ASM, FANS 

FCB COMPONENT PARTS SEE FIGURE 20-109,-115,-121, 
-165.-171 


2 


B 


- 95 


2596779 


. CA3LE ASM,REMCTE SENSE, REGULATORS 18-24 

FCR COMPONENT PARTS SEE FIGURE 20 -27,-31,-34, 
-56.-116 


1 




- 96 

- 97 


26CC813 
2E98465 


. CABLE ASM, 67,1828-30 TO TEA3-4 

FOB COMPONENT PARTS SEE FIGURE 20 -31,-32,-34,-35 
. JUMPER ASM 


1 

1 




- 98 


2596472 


FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FOE COMPONENT PARTS SEE FIGURE 20 -6,-111 


1 




- 99 
-100 


2596464 
2601939 


. JUMPER ASM 

FOE COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 


1 
1 




-101 


2601825 


FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -22 


1 




-102 
-103 
-104 


327922 
2575295 
25748C5 


. CLAMP, CABLE 0.625 DIAMETER 

. SCREW, BD HD, 10-32 x C.375LG AIT PT 

. WASHER, NI PLATE, LOCK. ET . . 1 95ID ,0 . 3950D ATT PT 


3 
3 
3 




-105 
-106 
-107 


2606435 
25S6459 
2602016 


. CABLE ASM, CONTROL AND INDICATION 

. CABLE ASM, PHASE 21 REMOTE SENSE 

. CABLE ASM, REGULATOR 28 REMOTE SENSE 


REF 
REF 

1 




-108 
-10 6A 


533289 
2566607 


FCR CCMPCNENT PARTS SEE FIGURE 20 -27,-116 
. CLAMP, CABLE 
. SCREW, NI PLATE, ED fl t . 10-3 2, 0. 250LG ATT PT 


1 

1 




-108B 
-109 


25748C5 
2602C95 


. HASHER, NI PLAIE,LOCK,ET,0.195ID,0.395OD ATT PT 
. TWIN LEAD ASM, DIRECT CONTROL 

FCR CCMPCNENT PARTS SEE FIGURE 20 - 24A f -3 1 , -1 60 f -1 63 P 


1 
1 




-110 


2603890 


-177,-178,-179,-180 
. LEAD ASM,ICA 5 AND 6 

FCR CCMPCNENT PARTS SEE FIGURE 20 -24 A, -35, -1 24,- 1 63, 


1 




-110 


2603892 


-177,-179,-180,-185 
. LEAD ASM,ICA 7 AND 8 

FCS COMPONENT PARTS SEE FIGURE 20 -24A ,-35 .-1 24 .- 1 77 . 


1 




-110A 


2603666 


-179,-180,-185 
. LEAD ASM,ICA 1 AND 2 

FCR COMPONENT PARTS SEE FIGURE 20 -24A .-163, - 177 .- 179. 


1 




-110A 


2603868 


-180,-185 
. LEAD ASM,ICA 3 AND 4 

FCR COMPONENT PARTS SEE FIGURE 20 - 24A. -35,-1 24 .- 1 63 . 


1 




-111 


2598976 


-177,-179,-180,-185 
. CABLE ASM, DC, REGULATOR 21 TO GATE A 

FOE COMPONENT PASTS SEE FIGURE 20 -39,-41,-54.-114 


1 




-112 
-113 


26C5912 
5420242 


. CABLE ASM, DC, REGULATOR 24 TO GATE B 

FCR CCMPCNENT PARTS SEE FIGURE 20 -54,-60,-61 
. CLAMP, ADJUSTAELE CABLE 


1 
3 




-113A 
-113B 
-114 


25666C3 
25748C4 
2602043 


. SCREW, NI PLATE, BD HD ,8-32 ,0 . 312LG ATT PT 
. WASHER, NI PLATE, LOCK, ET , 0. 1 68ID, 0. 3650D ATT PT 
. TRI LEAD ASM, 2319 A01 


3 
3 
1 




-115 


2601745 


FCR CCMPCNENT PARTS SEE FIGURE 20 -60,-163,-184,-185 
. CA3BLE ASM,TB23 TO 'B' GATE 

FCR COMPONENT PARTS SEE FIGURE 20 -20,-51,-52 


1 




-116 
-116A 
- 1 17 


5213276 

10170 

2602054 


. CLAMP, CABLE 

. SCREW, ED HD,6-32,0.250LG 

. TBI LEAD ASM, MULTIPLEXER TO TAILGATE 


6 

REF 

1 




-118 
-118 


259906C 
2599265 


FCR CCMPCNENT PARTS SEE FIGURE 20 -60,-163,-184,-185 
. CABLE ASM,60HZ,IHERMAL CUTOUTS 
. CABLE ASM, 50HZ, THERMAL CUTOUTS 


REF 
REF 




-119 
-120 


5^59966 
2601746 


. JUMPER ASK 

FOR COMPONENT PARTS SEE FIGURE 20 -2,-20 
. JUMPER ASM 


2 
1 




-121 


2601013 


FCR COMPONENT PARIS SEE FIGURE 20 -2,-20 
. JUMPER ASM 


2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
1234 


UNITS 

yPER 

ASM. 


USABLE 

ON 
CODE 


3A-122 


5759968 


FCR COMPONENT PARTS SEE FIGURE 20 -2,-20 
. 'JUMPER ASM 


2 




-123 


2598S56 


FCR COMPONENT PARTS SEE FIGURE 20 -2,-20 
. CABLE ASM, DC, REGULATOR 19 TO GATE A 

FCR COMPONENT PARTS SEE FIGUHE 20 -39,-41.-114 






-124 
-125 


2598964 
2601936 


. CA13LE ASH, DC, REGULATOR 22 TO GATE B 

FCR COMPONENT PARTS SEE FIGURE 20 -39,-54,-108 

. JUMPER ASM 






-126 


26C1937 


FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FCC COMPONENT PARTS SEE FIGURE 20 -6.-111 






-127 
-128 


2598466 
2596467 


. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 






-129 


575S968 


FOE COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -2 f -20 


2 




-129A 
-129A 
-129A 


2 606865 
2605757 
2605755 


. JUMPER ASM,LBB2-3A TO LBB1-6 DC 
. JUMPER ASH,LEE2-4 TO LBB1-3 DC 
. JUMPER ASF,LBB2-6 TO LBB1-4 DC 


AR 
AR 
AR 




-129A 
-129A 
-129A 


2607121 
2605759 
2605759 


. JUMPER ASM,LEE2-10 TO LEB1-5 DC 
. JUMPER ASM, REG 28-E3 TO LEE1-7 EC 
. JUMPER ASM. REG 28-E4 TO LEB1-8 DC 


AR 
AR 

AR 




-129A 
-129B 


26C6840 
26C5760 


. JUMPER ASM, LBB2-8A TO LBB1-3 DC 
. CABLE ASK,REMCTE SENSE 


AR 
1 








' . 
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167 200 201 197 204 



186 185 184 



m 



199 197 195 

Detail D 



166 
166A 
166B 
166C 




194 



158 
154 



157 
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REAR VIEW 



206 207 210 




212 




msM 



8 



Control and Indication 
Reg 26, 27 and 28 supply 

400 Hz. Distribution 

AC Distribution 

DC Distribution 

Thermal Cut Outs 

TB4toCGate 

I See Fig 3A-6 



205 208 209 211 



Detail B 

FIGUHE 3A. CABLE ASSEMBLIES. SHEET 4 OF 6. 



Y//////1 Signals 
Files 
Fans 



INDEX NOS. 130-212. SEE LIST 3A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMELIES (PART 4 OF 6) 










CODE A,50HZ 
CODE B.60HZ 






3A- 


2599242 


CABLE INSTALLATION (CONTINUED) 






-130 
-131 
-132 


532393 
2566625 
2566646 


. CLAMP, ADJUSTAELE CAELE 

. SCREW, NI PLATE,BD HD, 8-32 ,0. 5LG ATT PT 

. WASHER, NI PLATE. 0. 170ID, .3750D ATT PT 


2 
2 
2 




-133 
-13U 
-135 


2574804 
2566626 
2566639 


. WASHER, LOCK, NI ELATE ,ET , . 1 68ID,0.365OD ATT PT 
. NUT,NI PLATE, HEX, 8-32 ATT PT 
. SCREW. NI PLATE. EEX HD .. 10-32 . 0. 75LG ATT PT 


2 

2 
REF 




-136 
-137 
-138 


2574799 
2*04691 
2(02394 


. WASHER, LOCK, NI ELATE, 0. 194ID,0 . 3650D ATT PT 

. JUMPER 
. JUMPER 


REF 
REF 
REF 




-139 
-140 
-141 


25748C5 
2601841 
26C1772 


. WASHER, LOCK, NI ELAT E, ET , . 1 95ID, 0.3 950D ATT PT 
. CABLE ASM, SIGNALS TO 1403 
. CABLE A5M.400HZ TO 1403 


1 

REF 
REF 




-142 
-143 
-144 


26C1773 
2601774 
2601775 


. CA3LE ASM, FANS TO 1403 

. CABLE ASM, DC TO 1403 

. CABLE ASM, SIGNALS TO 1403 


REF 
REF 
REF 




-145 
-145 


2602074 
2606021 


. CLAMP 

USED ON MACHINES WITHOUT EC 391456 

. CLAMP 


2 
2 




-146 


2566600 


USED ON MACHINES WITH EC 391456 
. SCREW, NI ELATE, ED HC, 6-32 , 0.250IG ATT PT 
USED CN MACHINES WITHOUT EC 391456 


2 




-146 
-146A 


2566633 

2566650 


. SCREW, NI PLATE, BD HD, 10-32, 0. 750LG ATT PT 

USED CN MACHINES WITH EC 392456 
. WASHER, LOCK, NI PLATE, SP RING .0. 141 ID. 0. 2350D ATT PT 


2 
2 




-146A 


25748C5 


USED CN MACHINES WITHOUT EC 391456 
. WASHES, LOCK, NI ELATE, ET ,0 . 1 95ID,0. 3950D ATT PT 
USED CN MACHINES WITH EC 391456 


2 




-147 
-147 


260C829 
26C6009 


. CLAMP 

USED CN MACHINES WITHOUT EC 391456 

. CLAMP 


3 
3 




-148 


2566600 


USED ON MACHINES WITH EC 391456 
. SCREW, NI PLATE, BD HD, 6-32 , 0.250 LG ATT PT 
USED CN MACHINES WITHOUT EC 391456 


3 




-148 
-148A 


25666C9 
2566650 


. SCREW, NI PLATE, BD HD , 10-32, 0. 500LG ATT PT 

USED CN MACHINES WITH EC 391456 
. WASHER, LOCK, NI ELATE. SPRING ,0. 141ID.0 . 2530D ATT PT 


3 

3 




-148A 


2574805 


USED CN MACHINES WITHOUT EC 391456 
. WASHER, LOCK, NI ELATE, ET ,0 . 1 95ID ,0. 3950D ATT PT 
USED CN MACHINES WITH EC 391456 


3 




-149 


2605665 


. CABLE ASM, AC, CONVENIENCE INTERCONNECTION 

FOR COMPONENT PARTS SEE FIGURE 20 -24 ,-26 A ,-28, 
-59,-62,-103 


1 


A 


-149 


2605666 


. CABLE ASM, AC, CONVENIENCE INTERCONNECTION 

FCR COMPONENT PARTS SEE FIGURE 20 -24,-26 A, -28, 
-59,-62,-103 


1 


B 


-150 
-151 
-15 2 


£52393 
25666C4 
25748C5 


. CLAMP, ADJUSTABLE CABLE 

. SCREW, NI ELATE, ED HE, 10-3 2, 0. 31 2LG ATT PT 

. WASHES, LOCK, NI ELATE, ET , . 1 95ID ,0 . 3950D ATT PT 


2 
2 

2 




-153 
-154 
-155 


2598971 
25S8779 

532393 


. CABLE ASM, DC EI AS, REGULATORS 18-22,24 

. CABLE ASM, REMOTE SENSE, REGULATORS 18-22,24 

. CLAMP, ADJUSTAELE CABLE 


REF 

REF 

3 




-156 
-157 
-158 


2566617 
2574804 
2606435 


. SCREW, NI ELATE, BD HE, 8- 32, . 375LG ATT PT 
. WASHER, LOCK, NI ELATE, ET ,0. 1 68ID , 0. 3650D ATT PT 
. CABLE ASM, TO J24,J25,AND P26 


3 
3 

REF 




-159 
-160 


26CC784 
26C469G 


. CABLE ASM, UNREGULATED DC TO REGULATOR 20 

FCR COMPONENT PARTS SEE FIGURE 20 -42,-43,-114 
. CAULE ASM, DC DISTRIBUTION 20 


1 
1 




-161 
-162 


25S6955 
2598958 


FOR COMPONENT PARTS SEE FIGURE 20 -114,-130 
. CABLE ASM, UNREGULATED DC TO REGULATOR 19 
. CABLE ASM, DC, REGULATOR 19 TO GATE A 


REF 
REF 




-iej 

-164 


2598932 
2596973 


. CABLE ASM, UNREGULATED DC TO REGULATOR 18 
. CABLE ASM, DC DISTRIBUTION FOR REGULATOR 18 

FCR COMPONENT PARTS SEE FIGURE 20 -39,-41,-114 


REF 
1 




-16b 
-166 


260b95£ 
2598466 


. CABLE ASM, FANS 
. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 


REF 
1 




-166A 
-166B 


2601936 
2604991 


. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -6,-111 

. JUMPER ASM 


1 
1 




-166C 


2601936 


FCR COMPONENT PARTS SEE FIGURE 20 -111,-112 

. JUMPER ASM 


1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


3A-167 


2566621 


FOR COMPONENT PARIS SEE FIGURE 20 -6,-111 
. NUT. LOCK. NI PLATE. HEX. 0. 250-20 


2 




-169 
-170 
-170 


2566614 
2599285 
2599080 


. SCREW, NI PLATE, HEX HD ## 0.250-2C 
. CABLE ASH, THERMAL CUTOUTS 
. CABLE ASM.THEBMAL CUTOUTS 


2 

REF 
REF 




-171 


2598926 


. CABLE ASM, 400 HZ DISTRIBUTION 

FCS COMPONENT PARIS SEE FIGURE 20 -32,-35,-36, 
-33.-39.-128 


1 




-172 
-173 
-17 4 


2599C79 

532393 

2566617 


. CABLE ASK, MODULE CE AUX CONTACTS 

. CLAMP-ADJUSTABLE, CABLE 

. SCREW, NI PLATE. BD HD ,8-32 .0. 375LG ATT PT 


REF J 
3 
3 




-175 
-176 
-177 


2574804 
2598941 
2599CC1 


. WASHER, LOCK, NI PLATE, ET , . 1 68ID,0.365OD ATT PT 
. CABLE ASM,TRAN TO SMS GATE 
. CA3LE ASM, DC 10 2319 


3 

REF 
1 




-178 


532393 


FOR COMPONENT PARTS SEE FIGURE 20 -3,-9,-10, 
-11,-12,-16,-19,-20,-32,-45,-56,-117 

. CLAMP, ADJUSTAELE.CAELE 


3 




-179 
-180 
-181 


2566617 

2574804 

£32393 


. SCREW, NI PLATE, BD HE ,8-32 ,0 . 375LG ATT PT 
. WASHER, LOCK, NI PLATE, ET, . 1 68ID, 0. 3650D ATT PT 
. CLAMP, ADJUSTABLE. CABLE 


3 
3 
3 




-182 
-183 
-184 


2566617 

2574804 

£32393 


. SCREW, NI PLATE, BD HD , 8-32 ,0 . 375LG ATT PT 
. WASHER, LOCK, NI ELATE, ET , 0. 1 68IE,0.365OD ATT PT 
. CLAMP, ADJUSTABLE CABLE 


4 
4 
3 




-165 
-186 
-187 


2566617 
2574804 
260C962 


. SCREW, NI PLATE, BD HE, 8- 32,0 . 375LG ATT PT 
. WASHER, LCCK, NI PLATE, ET , . 1 68IE,0.365OD ATT PT 
. CABLE HARNESS 


3 
3 

REF 




-188 
-189 
-190 


260C891 
2598935 
2598936 


. CABLE ASM, AC, CONSOLE FILE ANC CLOCKS 

. CABLE ASM, AC SUPPLY CONVENIENCE OUTLET SKT J1 

. CABLE ASM, AC SUPPLY CONVENIENCE OUTLET SKT1 TO SKT2 


REF 
REF 
REF 




-191 
-192 
-193 


£32393 
2566617 

25748C4 


. CLAMP, ADJUSTABLE, CABLE 

. SCREW, NI PLATE, ED HE , 8-32,0 . 375LG ATT PT 

. WASHER, LOCK, NI ELATE, ET, . 1 68IC. 0. 3650D ATTPT 


4 

4 
4 




-194 
-195 
-197 


ei63 

1G309 
2606435 


. NUT, HEX, 0.375-24 ATT PT 
. WASHER, LOCK, 0. 382ID, . 6 880D AIT PT 
. CABLE ASM, CONTROL AND INDICATION 


REF 
REF 
REF 




-198 
-199 
-2C0 


2604979 
2610360 
2566612 


. SPACER 

. OUTPU1 STUD ASM 

. NUI,NI ELATE, HEX, 10-32 ATT PT 


12 

REF 
1 




-/0 1 
-202 
-203 


257479S 
2574805 
26019 82 


. WASHER, LOCK, NI PLATE, 0. 1 94IC,0. 3370D ATT PT 
. WASHER, LOCK, NI PLAT E, ET , . 1 9SID ,0.3 950D ATT PT 
. CABLE ASM,4uOHZ CBS 


1 
1 
1 




-204 
-205 


2575295 
2575294 


FOR COMPONENT PARTS SEE FIGURE 20-34,-35,-37,-38 
. SCREW, NI PLATE, BD HE , 10-3 2, 0.3 75LG ATT PT 
. NUT,NI PLATE, HEX, 0. 250-20 ATT PT 


1 
1 




-206 
-207 


2575292 
26CC97C 


. WASHER, LOCK, NI, ELATE, 0. 255ID, 0. 4930D ATI PT 
. JUMPER 

FOR COMPONENT PARTS SEE FIGURE 20 -18 


1 
1 




-218 
-2C9 
-210 


2£72160 NP 
2575294 

£55414 


. JUMPER 

. NUT,NI PLATE, HEX, 0.250-20 ATT PT 

. WASHER, INSULATOR 


REF 
1 
1 




-211 
-2 12 


555412 
2 566635 


. BUSKING, INSULATOR 

. SCREW, NI PLATE, HEX HD, , 0. 250-20 ,0. 750LG AIT PT 


. 1 
1 
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USED ON ABM 




Remote Sense 
DC Distribution 
Thermal Cut Outs 



wmmm-m Unreg. DC Mods. 
' "I Jumpers 

Fans 



FIGURE 3A. CABLE ASSEMBLIES. SHEET 5 OF 6. INDEX NOS. 213-266E. SEE LIST 3A. 
32 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES (PART 5 OF 6) 










CODE A,50HZ 
CODE E.60HZ 






3A- 


2599242 MP 


CABLE INSTALLATION (CONTINUED) 


REF 




-213 
-2 14 


2S98S66 
2596932 


. CABLE ASM, UNREGULATED DC TO REGULATOR 21 

FCH COMPONENT PARTS SEE FIGURE 20 -42,-43,-54 
. CABLE ASM. UNREGULATED DC TC BEGULATOR 18 


1 

REF 




-215 
-216 
-216 


2596955 
25S8962 
2598962 


. CA3LE ASM, UNREGULATED DC TO BEGULATOR 19 

. CABLE ASM. UNREGULATED DC 10 REGULATOR 22 (BASIC) 

. CABLE ASM, UNREGULATED DC TO REG 24 (USED WITH ABM) 


REF 
1 
1 




FCR COMPONENT PARTS SEE FIGUHE 20 -42.-43.-54 






-217 
-2 18 
-219 


260C636 
2 566610 
25S6779 


. CLAMP, CABLE 

. SCREW, NI PLATE, BD HC , 8-32 ,0 . 250LG ATT PT 

. CABLE ASM.REMCTE SE NSE. REGULATORS 18-24 


2 

4 
REF 




-2 20 
-220 


25S6S7C 
2598970 


. CABLE ASM.UNHEGULATED DC TO REGULATOR 24 (BASIC) 
. CABLE ASM, UNREGULATED DC TO REG 22 (USED WITH ABM) 


1 

1 




-221 


26CC784 


FCR COMPONENT PARTS SEE FIGURE 20 -42,-43,-54 
. CABLE ASM. UNREGULATED DC TO REGULATOR 20 


REF 




-222 
-223 
-224 


260C636 
2566610 
2601923 


. CLAMP, CABLE 

. SCREW, NI PLATE, ED HE, 8- 32, . 2 50LG ATT PT 

. CLAMP ASM 


1 
2 

6 




-225 


2601959 


ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. CLAMP ASM 

ASSEMBLY COMPONENTS ABE NOT REPLACEABLE 


1 




-226 
-2 27 


26G1960 
2601925 


. CLAMP ASM 

ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. CLAMP ASM 


2 

1 




-227A 
-227B 


1496S5 
2601657 


ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. SCREW, HEX, SOC HD , 10-32, 1 . 0001G ATT PT 

. SPACER 


2 
2 




-227C 
-228 


2566607 
2601S60 


. SCREW, NI PLATE, BD HD, 10-3 2, C. 250LG ATT PT 
. CLAMP ASM 

ASSEMBLY COMPONENTS ABE NOT REPLACEABLE 


2 
1 




-229 
-230 
-231 


2566633 
2601858 
2566607 


. SCREW, NI PLATE, BD HD, 10 -32, 0. 750LG ATT PT 
. SPACER ATT PT 
. SCREW, NI PLATE, BD HD , 10 -32, 0. 250LG ATT PT 


9 

9 

20 




-232 
-233 
-234 


532393 
2575295 
2574805 


. CLAMP, ADJUSTAELE,CAELE 

. SCREW, NI PLATE, BD HD, 10 -32, 0. 375LG ATT PT 

. WASHER, LOCK, NI PLAT E, ET ,0 . 1 95ID ,0. 395CD ATT PT 


3 
3 
3 




-235 
-236 
-237 


2598466 
2601936 
2604991 


. JUMPER ASM.R28 E4 TO R10 AND S11-B 
. JUMPER ASM.R27 E1 TC R10 AND R11-A 
. JUMPER ASM,fi28 E2 TC R10 ANE R11-A 


REF 
REF 

REF 




-238 
-239 
-240 


2601936 
2596976 
2605912 


. JUMPER ASM,R27 E3 TC R10 AND R11-E 
. CABLE ASM, DC, BEGULATOR 21 TO GATE A 
. CABLE ASM, DC, REGULATOR 24 TO GATE B 


REF 
REF 
REF 




-241 
-242 
-243 


2558964 
2601936 
2601937 


. CABLE ASM, DC, REGULATOR 22 TO GATE B 
. JUMPER ASM,LBB3-3 TC REGULATOR 26E1 
. JUMPER ASM,LEB3-4 TO REGULATOR 26E3 


REF 
REF 
REF 




-244 
-245 


2598466 
2598467 


. JUMPER ASM,LBB3-8 TC REGULATOR 27E3 

FCF COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM,LBB3-7 TC REGULATOR 27E1 


1 

REF 




-246 ■ 
-247 


2598S58 
2598463 


. CABLE ASM, DC, REGULATOR 19 TO GATE A 
. JUMPER ASM,LEE3-9 TC REGULATOR 28E3 

FCE CCMPCNENT PARTS SEE FIGURE 20 -6,-111 


REF 
1 




-248 
-249 


2601938 
26CC761 


. JUMPER ASM,LEE3-10 10 REGULATOR 28E1 

FCR COMPONENT PARIS SEE FIGURE 20 -6,-111" 
. JUMPER ASM,LEE4-4 TC REGULATOR 26E4 


1 

REF 




-251 
-252 


2596465 
2598472 


FCR COMPONENT PARTS SEE FIGURE 20 -6,-111. 
. JUMPER ASM,LEE4-7 TO REGULATOR 27E2 
. JUMPER ASM,LBB4-8 TC REGULATOR 27E4 


REF 
REF 




-25J 
-254 
-255 


2598464 
2601939 
2604690 


. JUMPER ASM,LBE4-9 TC REGULATOR 28-E4 
. JUMPER ASM,LBB4-10 TO REGULATOR 28E2 
. CABLE ASM, DC DISTRIBUTION 20 


REF 
REF 
REF 




-2Sb 
-257 

-258 


2598973 
2606435 
2598779 


. CABLE ASM, DC, REGULATOR 18 TO GATE A 

. CABLE ASM, CONTROL AND INDICATION TO J24,J25 AND P26 

. CABLE ASM, REMOTE SENSE 18-24 


REF 
REF 
REF 




-259 
-260 
-261 


2hisfc459 
260 2016 
26C5958 


. CABLE ASM, 21 GEMOTE SENSE 

. CABLE ASM, REG 28 REMOTE SENSE 

. CABLE ASH, FANS 


REF 
REF 
REF 




-262 
-263 


2603660' 
2601825 


. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -22 
. JUMPER ASM 


2 

REF 




-264 
-265 
-266 


25666C9 
2574799 
25748C5 


. SCREW, NI PLATE, BD HC, 10 -32, 0. 500LG ATT PT 
. WASHER, LOCK, NI ELATE, 0. 1 9 4ID,0. 3370D ATT PT 
. HASHER, LOCK, NI PLATE, ET ,0. 1 95ID,0. 3950D ATT PT 


1 
1 
1 




-2bbk 
-266B 


2605712 
2601858 


. CLAMP 

. SPACER ATT PT 


2 
2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


3A-266C 
-266D. 


2366607 
26C6826 


. SCREW AIT PT 
. 'SCREW ATT PT 


4 
2 




-2663 


26CC812 


. JUKPEE ASM 


2 




























































































































- 



































































































































3 4 




REG 28 



//////I Signals 
Files 
D.C. Distribution 




REG 28A 8. B 



E2 



E4 



^ 



USED ON ABM 



306 
307 
308 
308 



305 

FIGURE 3A. CABLE ASSEMBLIES. SHEET 6 OF 6. INDEX NOS. 267-3C8. SEE LIST 3A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES (PAST 6 OF 6) 










CODE A,50HZ 
CCDE E.6CHZ 






3A- 


259 924 2 NP 


CABLE INSTALLATION (CONTINUED) 


REF 




-267 


2598922 


. CABLE ASM, 2319 INTERFACE , 1E1,TB2 TO J9 

FOR COMPONENT PARTS SEE FIGURE 20 -32,-33,-72, 
-100. -101. -102 






-268 


25S8923 


. CABLE ASM, 2319 INTE HF ACE, TE 1 , TB2 TO J10 

FOR COMPONENT PARIS SEE FIGURE 20 -32,-33,-72, 
-100.-101.-102 






-269 


2558924 


. CABLE ASM, 2319 INTERFACE , IE 1 ,TE2 TO J11 

FCB COMPONENT PARTS SEE FIGURE 20 -32,-33,-72, 

-1C0.-101.-102 






-27G 


25S6890 


. CABLE ASM, 2319 INTERFACE, TE 1 , IB2 TO J12 

FOR COMPONENT PARTS SEE FIGURE 20 -32,-33,-72, 
-100,-101,-102 






-271 


2598851 


. CABLE ASM, 2319 INTERFACE, TE1 ,TE2 TO J13 

FOE COMPONENT PARTS SEE FIGURE 20 -32,-33,-72, 
-100,-101.-102 






-272 


2602052 


. CABLE ASM, 23 19 INTERFACE, IB 1 ,TE2 TO J14 

FOR COMPONENT PARTS SEE FIGURE 20-32, -33, -72 
-100,-101,-102 






-273 


2604657 


. CABLE ASM, 2319 INTEEF ACE , AO 3 

FCS COMPONENT PARTS SEE FIGURE 20-31, -33, -72 
-99,-100.-101 






-274 

-275 
-276 


25990C1 
2555206 
2606435 


. CABLE ASM. 2319 INTERFACE , TO CC,TB1,TB2 
. CABLE ASM, 2319 INTE EF ACE, SIGS IC GATE A 
. CABLE ASM, TO J24,J25 AND P26 


REF 
REF 
REF 




-277 
-280 
-281 


5383249 
25666C7 
2574799 


. JUMPSR, GROUND 

. SCREW, NI ELATE, BD ti E , 10 -3 2, . 250IG ATT PT 

. WASHER, LOCK, NI ELATE, 0. 1 94ID,0. 3370D ATT PT 






-282 
-283 
-284 


25743C5 
2566610 
2574799 


. WASHER, LOCK, NI PLATE, ET, . 1 95ID, 0. 3 950D AIT PT 
. SCREW, BD HD,NI ELATE, 8-32,0 . 250LG . ATT PT 
. WASHER, LOCK, NI ELATE, 0. 1 94ID.0. 3370D ATT PT 






-285 
-266 


2574804 
5755969 


. WASHER, LOCK, NI EL AT E, ET, . 1 68ID, 0. 3650D ATT PT 
. JUMPER ASM 

FOR COMPONENT PARIS SEE FIGURE 20 -20 






-287 
-267A 


2602367 
2605762 


. CAPACITOR ASM 

ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. CAPACITOR ASM 






-286 


2598947 


ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. CAPACITOR ASM 

ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 






-289 
-290 


2598947 
2596654 


. CAPACITOR ASM 

ASSEMBLY COMPONENTS ABE NOT REPLACEABLE 
. SCREW, FIL HD,NI PLATE ,6-32. 0.250LG ATT PT 


28 




-291 
-293 


2601936 
26CC781 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 






-294 


2601937 


FCS COMPONENT PARTS SEE FIGURE 20-6,-111 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -6,-111 






-295 
-296 


2596459 
2596467 


. CABLE ASM, REMOTE SENSE, REGS 26 AND 27 
. JUMPER ASM 

FOE COMPONENT PARTS SEE FIGURE 20 -6,-111 


REF 




-29 7 
-298 


2596465 
2596472 


. JUMPER ASM 

FCS COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 






-299 


2596466 


•FCS COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -6,-111 






-300 
-301 


2602016 
2601933 


. CABLE ASM, DC, REGULATOR 20 TC GATE B 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -111,-112 


REF 




-302 
-303 


2601939 
2598464 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20-111,-112 
. JUMPER ASM 






-304 


2598463 


FOR COMPONENT PARTS SEE FIGURE 20 -6,-111 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -6,-111 






-305 
-30 6 
-307 


2606435 
2601938 
2596463 


. CABLE ASK, TO J24,J25,AND P26 
. JUMPER, DC 
. JUMPER, DC 


REF 

AR 

AR 




-3UU 


260i/by 


. JUMPER, DC 


AR 





36 




AC Distribution 
mmmmi 50 and 60 Hz. CB's 
■ i Jumper 



FIGUHE 3B. CABLE ASSEMBLIES AC COMPARTMENT. SHEET 1 OF 3. INDEX NOS. 1-13. SEE LIST 3B. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMELIES,AC COMPARTMENT (PAHT 1 OF 3) 










CODE A,50HZ 
CODE E.60HZ 






3B- 


NO NO 


CABLE INSTALLATIONS 


REF 




- 1 


2598953 


FOH NEXT, HIGHER ASSEMBLY, SEE FIGURE 3A 
. CABLE ASM,AC,TB10 TC ClfiCUIT BREAKERS 

FCE COMPONENT PARTS SEE FIG 20 -14,-30 


1 




z 


2S99268 


. CABLE ASM, 50 HZ CIRCUIT BEEAKERS 

FCE COMPONENT PARTS SEE FIG 20 -13,-31,-32,-33, 
-37.-38.-39.-40.-41 


1 


A 


2 


2598929 


. CABLE ASM,60HZ CIRCUIT BREAKERS 

FOE COMPONENT PARTS SEE FIGURE 20 -13,-31,-32 
-37,-38.-39 


1 


B 


- 3 

- 3 


2598892 
259S266 


. CABLE ASM,60HZ,CB17 TO K2 

FCR CCMPCNENT PARTS SEE FIGURE 20 -39 
. CABLE ASM,50HZ,CB17 TO K2 


1 
1 


B 
A 


- 4 


2599025 


FCR CCMPCNENT PARTS SEE FIGURE 20 -33,-41 
. CABLE AS«,TB14 10 TE43,K21 

FCR COMPONENT PARTS SEE FIGURE 20 -13 r -31 f -37 


1 




- 5 

- 5 


2598930 
2599287 


. CABLE ASM,60HZ,K16, 17,19 TO TB11,12 

FCB CCMPCNENT PARTS SEE FIGURE 20 -13,-31,-32 
. CABLE ASM.50HZ.K17 10 TB1U12.14 


1 

1 


B 
A 


- 6 


2598972 


FCB COMPONENT PARTS SEE FIGURE 20 -31,-37 
. CABLE ASM,60HZ,tO 1403 

FCB COMPONENT PARTS SEE FIGURE 20 -16,-19, 


1 


B 


- 6 


2600616 


-26,-31,-37,-47,-49 
. CABLE ASH,50HZ,TO 1403 

FOR COMPONENT PARTS SEE FIGURE 20 -20,-26 


1 


A 


- 7 

- 8 


2598938 
25S8926 


-32,-37,-47,-48.,-49 
. CABLE ASM, AC EOWER TO 3210, TB12 TO J15 
. CABLE ASM,400HZ TO J33, TB 18 ,TB39 


REF 
REF 




- 13 

- 13 


2601749 
2601750 


. LINE CORD, USA 7 FEET 

FCK COMPONENT PARTS SEE FIGURE 20 -5,-60,-61 
. LINE CORD, USA 14 FEET 


1 

1 




- 13 


2602115 


FOR COMPONENT PARTS SEE FIGURE 20 -5,-60,-61 
. LINE COED, JAPAN, 200-235V 

FCR COMPONENT PARTS SEE FIGURE 20 -61 


1 




- 13 

- 13 


2602114 
2601751 


. LINE CORD, JAPAN, 380-408V 

FCR CCMPCNENT PARTS SEE FIGURE 20-61 
. LINE COfiD,WT EXCEPT AUS , JAPAN ,NZ. UK 


1 

1 




- 13 


1812735 


USED WITH GERMAN RADIO FREQUENCY INTERFERENCE BOX ONLY 
. LINE CORD, 60 HZ 15 FEET-CANADA ONLY 






















































































































i::..;:...:;;:.;;:.:::::::;::.:3 ControJ and Indication 
AC Distribution 
Jumper 
Files 
Fans 



Detail A 



FIGURE 3B. CABLE ASSEMBLIES AC CCN-E AST HE NT . SHEET 2 OF 3. INDEX DOS. 14-35. SEE LIST 3B. 



3135 PC 39 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES, AC COMPARTMENT (FART 2 OF 3) 










CODE A,50HZ 
CCDE B.6GHZ 






3B- 


NC NO 


CABLS INSTALLATIONS (CONTINUED! 


REF 




- 14 

- 14 


2 5S65CC 
26GC818 


. CABLE ASM,6GHZ,TB14 TO J6 

FCR CCMPCNENT PARTS SEE FIGURE 20 -60,-10 4,-105 

. CABLE ASM.50HZ.TB14 TO J6 


1 

1 


B 
A 


- 15 

- 16 


2598536 

2605958 


FCE COMPONENT PARTS SEE FIGURE 20 -33,-39,-104,-105 
. CABLE ASM, AC POWER TO 3210, TB12 TO J15 
. CABLE ASM 


REF 
REF 


AH 


- 17 

- 18 


2601773 
5759G71 


. CABLE ASM, FAN SUFFLX,CB6 TO P29,30 
. JUMPER ASM 

FCR CCMPCNENT PARTS SEE FIGURE 20 -38 


REF 
1 




- 19 

- 20 

- 21 


2575295 
2574799 
2574805 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 
. WASHES, NI PLATE, LOCK, 0. 19 4IC,0. 3370D ATT PT 
. WASHES, NI PLATE, LOCK, ET .0 . 1 95ID .0. 3950D ATT PT 


2 
2 
2 




- Z£ 

- 23 

- 24 


2575295 
2574799 

25748C5 


. SCREW, BE HD, 10-32,0. 375LG 

. WASHER, NI PLATE, LOCK, 0. 1 9 4ID,0. 3370D 

. WASHER, NI PLATE, LOCK. ET . . 1 95ID .0.395OD 


1 
1 
1 




- 25 

- 26 

- 27 


532393 
2566617 

25748C4 


. CLAMP, ADJUSTABLE CABLE 

.'.SCREW, NI PLATE, BD HD, 8-32,0. 375LG ATT PT 

. WASHEfc.NI PLATE f LOCK.ET f 0. 1 68IE ,0. 3650D ATT PT 


2 
2 




- 28 


2596S27 


.CABLE ASM,60HZ,CCNT/IND 

FCH CCMPCNENT PARTS SEE FIGURE 20 -13,-14,-30, 
-31. -32. -33.-39.-46,-110 


1 


B 


- 28 


2601761 


. CABLE ASM,50HZ,CONI/IND,J2 AND TB15 

FCE CCMPCNENT PARTS SEE FIGURE 20 -13, -14, -15 
-19,-20,-46,-60,-63.-110 


1 


A 


- 29 


26CC979 


. CABLE ASM, TO BEG 28,J26 

FCR CCMPCNENT PARTS SEE FIGURE 20 -13,-14,-29,-30, 
-31,-32,-50,-57,-70,-72,-75,-76,-77.-78.-90, 


1 




- 29A 


2596469 


-110,-117,-120,-131 
. CABLE ASM, RELAY GATE 

FCfi CCMPCNENT PARTS SEE FIG 20-13.-14,29. 


1 




- 30 


2598941 


-51,-120,-131,-143,-144,-145,-169 
. CABLE ASM,K30 T3 TG TB28,29 SMS GATE 

FCR CCMPCNENT PARIS SEE FIGURE 20 -9,-10,-11, 


1 




- 31 


2598953 


-13,-27,-31,-39,-45 
. CABLE ASM,AC,IB10 TC CIRCUIT BREAKERS 

FCR CCMPCNENT PARTS SEE FIGURE 20 -14.-20 


1 




- 32 

- 32A 

- 3 2B 


25C66C4 
2574799 
25748C5 


. SCREW, NI PLATE, BD HD, 10-32, 0.312LG 

. WASHER, NI PLATE, LOCK, 0. 1 94IC,0. 3370D 

. WASHER, NI PLATE, LOCK, ET, 0. 1 95ID, 0.395OD 


1 
1 
1 




- JJ 

- 33A 


2599173 
2599176 


. JUMPER ASM 

FCR CCMPCNENT PARTS SEE FIG 20 -31 
. JUMPER ASM 


3 
1 




- 34 


2607119 


FOR CCMPCNENT PARTS SEE FIG 20 -31 
. JUMPER ASM 

FCR CCMPCNENT PARTS SEE FIG 20 -31,-37 


1 




- 35 


2600845 


. CABLE ASM, AC EOWER TO 3215, TB14 TO J7 


REF 
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Contol and Indication 
400 Hz. Distribution 
AC Distribution 
DC Distribution 
I/O Units 



FIGURE 3B. CABLE ASSEMBLIES AC COMPARTMENT. SHEET 3 OF 3. INDEX NOS. 36-58. SEE LIST 3B. 



3135 PC 41 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE AS5EMELIES, AC COMPARTMENT (PART 3 OF 3) 










CODE A,50HZ 
CODE E.60HZ 






313- 


SO NO 


CABLE INSTALLATIONS (CONTINUED) 


REF 




- 36 

- 37 


2698926 
2598941 


FCB NEXT, HIGHER ASSEMBLY, SEE FIGUfiE 3A 
. CABLE ASM,4C0HZ TO J33 , TB 18 ,TB39 
. CABLE ASM.K30 T3 TO TB28.29 SMS GATE 


REF 
REF 




- 38 

- 39 


25990C0 
2599001 


. CABLE ASM,400HZ,TB18 CB35 T4 

FOB COMPONENT PARTS SEE FIGURE 20 -32,-38 
. CABLE ASK. DC TO 2319 INTERFACE IB1.2 


1 

1 




- 40 


2426171 


FCR CCMPCNENT PARIS SEE FIGURE 20 -3,-9,-10, 
-11,-12,-16,-31,-32,-38-45,-56,-117 

. CONNECTOR 


1 




- 41 

- 42 

- 43 


5352704 
260C979 
2599278 


. PLUG ASSEMBLY, DUMMY 

. CABLE ASH,CONI/IND,AC BOX 

. CABLE ASM,4G0HZ.K1 TO P4 


1 

REF 
REF 




- 44 

- 45 

- 46 


260G630 
2601772 
2605696 


. CABLE ASM, AC TOWER TO 1403 

. CABLE ASH,400HZ DISI,P33 10 TB36 

. CABLE ASM.I/C UNITS 


REF 

REF 

2 




- 48 


2598972 


FOR COMPONENT PARTS SEE FIGURE 20 -57 
. CABLE ASK, 60HZ, AC TO 1403 

FOR CCMPCNENT PARTS SEE FIGURE 20 -13 f -16 r -20 r 


1 


B 


- 48 


260C616 


-20,-26,-47,-49 
. CABLE ASM,50HZ AC TC 1403 

FCE CCMPCNENT PARTS SEE FIGURE 20 -13,-16,19, 


1 


A 


- 49 


2598930 


-20,-26,-47,-48,-49 
. CABLE ASM, 60HZ,K16, 17,19 TO TB11,12 

FCR COMPONENT PARTS SEE FIGURE 20 -13.-31.-32 


1 


B 


- 49 

- 50 


2599287 
2598971 


. CABLE ASM,50HZ,K17 TO TB11, 12,14 

FCR COMPONENT PARTS SEE FIGURE 20 -4,-13,-16,-20 
. CABLE ASM, DC EI AS , REGULATORS 18-22,24 


1 

REF 


A 


- 51 

- 52 


2606C58 
2575295 


. JUMPER ASM 

FCH COMPONENT PARTS SEE FIGURE 20-37 
. SCREW, NI PLATE, BD HE, 10 -32. 0. 3 75LG ATT PT 


3 
4 




- 53 

- 54 

- 55 


2574799 
2574805 
2 599195 


. WASHER LOCK,NI ELATE, SPRING ,0. 1 94ID, . 3370D ATT PT 
. WASHER LCCK,NI PL AT E, ET , 0. 1 95ID ,0. 3 950D ATT PT 

. CLAMP 


4 

4 

AR 




- 55 


2602266 


USED ON USA AMD JAPANESE MACHINES 
. CLAMP 

USED ON UK, WT, AUSTRALASIA AND JAPANESE MACHINES 


AR 




- 56 

- 56 


2599194 
2599195 


. CLAME 

USED ON JAPANESE MACHINES 
. CLAMP 


AR 
AR 




- 56 


26C 622 


USED ON UK, WT AND AUSTRALASIA MACHINES 
.CLAMP 

USED ON USA AND JAPANESE MACHINES 


AR 




- 57 

- 58 


2575295 
25748C5 


. SCREW, NI PLATE, BD HD, 10 -32,0. 375LG ATT PT 
. WASHER, LOCK, NI PL AT E, ET , 0. 1 95IE ,0. 3950D ATT PT 


AR 
AR 
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1 Control and Indication 
AC Distribution 
» 1 Jumpers 



FIGURE 3C. CABLE ASSEMBLIES OPESATCE CCNSCIE. SEE LIST 3C. 



3135 PC U3 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






CABLE ASSEMBLIES, OPERATOR CONSOLE 






3C- 


2601722 NP 


CABLE INSTALLATION, OPERATOR CONSOLE 

FCR NEXT. HIGHER ASSEMBLY. SEE FIGURE 2 






- 1 


2600890 


. CABLE. HARNESS, AC-23FD AND CLOCKS 

FOR COMPONENT PARTS SEE FIGURE 20 -31,-37,-56,-64, 
-65,-71 


1 




- 2 


2606428 


. CABLE HARNESS, CONTROL AND INDICATION 

FOR COMPONENT PARTS SEE FIGURE 20 -13,-14,-20,-50, 
-69,-71,-73,-7 5,-76.-79.-80.-120.-124.-131.-166.-175 


1 




3 
- 4 


2601CC4 
533289 


. CABLE HARNESS, LAME SUPPLX 

FOR COMPONENT PARTS SEE FIGURE 20 -13,-14,-31 

. CLAMP 


1 

1 




- 4A 

- 4B 

- 5 


1C17C 

257966 

2102366 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. WASHER, G.156ID,0.312OD ATT PT 

. CLAMP 


1 
1 
1 




- 5A 

- 5B 

- 6 


10170 

257966 

81693 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. WASHER, G. 15611,0. 3120D ATT PT 
. SCREW, BD HD.6-32.0.375LG ATT PT 


1 
1 

3 




- 6A 

- 7 

- 8 


62031 
257167 
€26098 


. WASHER, LOCK, 11,0. 14 1IL, 0. 2950D ATT PT 

. NUT, HEX, 6-32 ' ATT PT 
. . JUMPER ASM 


3 
3 

1 




- 9 

- 10 


332620 
56079 


FOR COMPONENT PARTS SEE FIGURE 20 -24A 
. SCSEW,BD HD, 10-32,0. 500 LG ATT PT 
. WASHER, LOCK, EI, 0. 19 SID. 0. 41 OOD ATT PT 


1 
1 




- 11 

- 12 

- 13 


11891 
5270166 

332620 


. NUT, HEX, 10- J 2 ATT PT 

. CLAMP, ADJUSTING 

. SCREW, BD HD, 10-32. 0.500LG ATT PT 


1 
1 
1 




- 14 

- 15 

- 16 


56079 

532393 

34512 


. WASHER, LOCK, EI, 0. 19 SID, . 41 OOD ATT PT 

. CLAMP, ADJUSTABLE, CABLE 

. SCREW', ED HD,8-32,0.375LG ATT PT 


1 
4 
4 




- 17 

- 18 

- 19 


56722 
£32393 
257187 


. WASHER, LOCK, ET, 0. 14 1ID, 0. 38 1CD ATT PT 

. CLAMP, ADJUSTAELE, CABLE 

. NUT, HEX, 6-32 ATT PT 


4 
4 
4 




- 21 


2599177 


•WASHER, LOCK, ET, 0. 168ID, . 38 10D ATT PT 
. CABLE HARNESS 

FOR COMPONENT PARTS SEE FIGURE 20 -30.-31.-167.-168 


4 
1 




- ti 

- 23 


53697C6 
257189 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIGURE 20 -34 
. NUT, HEX, 8-32 ATT PT 


1 
2 




- 24 

- 25 

- 26 


55901 

2181674 

532393 


. WASHER, LOCK, ET,C . 168ID, . 38 10D ATT PT 

. CABLE TIE 
. CLAMP, CABLE 


2 
1 
3 




- 27 

- 28 

- 29 


32042 

56121 

2604503 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 
. WASHER, LOCK, II, . 1 95ID, 0. 38 10D ATT PT 

. CABLE ASM, HARNESS 


3 
3 

REF 




. - 30 

- 3 1 

- 32 


2111232 

533269 

320^2 


. DIODE 
. CLAMP 
. SCREW, BD HD,1C-32,0.375LG ATT PT 


1 
1 
3 
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Control & Indication 
Thermal Cutout 
Fans 



] Jumpers 



FIGURE 3D. 1403 POWER BOX CABLE ASSEMBLIES. SHEET 1 OF 2. INDEX NOS. 1-34B. SEE LIST 3D. 



3135 PC 45 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






1403 POWER COX CAELE ASSEMBLIES (PART 1 OF 2) 






3D- 
- 1 


2601870 NP 
5758948 


1403 POWER BOX CABLE INST ALLATION 
. JUMPER ASK.60CV 


REF 

1 




- 2 


2180969 


FCR COMPONENT PARTS SEE FIGURE 20 -5,-61 
. JUMPER ASK 

FC& CGMPCNENT FARTS SEE FIGURE 20 -5 


1 




3 


26C17C6 


. CABLE HARNESS, SEQUENCE PANEL 

FOIi COMPONENT PARTS SEE FIGURE 20 -2,-13,-14,-16 
-19,-20,-2 5.-46.-50.-51.-120.-131.-161 


1 




- 4 

- 5 


2602012 

2502958 


. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -136,-61 

. JUMPER ASK 


3 

1 




- 6 


57616 6 2 


FCH CCMPCNENT PARTS SEE FIGURE 20 -60 
. JUMPER ASM 

FCF CCMPCNENT PARIS SEE FIGURE 20 -5 


1 




- 7 

- 8 


5758718 
5761663 


. JUMPER ASM 

FCR COMPONENT PARTS SEE FIGURE 20 -15,-61 

. JUMPER ASM 


3 

1 




- 9 

- 10 


2 502958 
25C2958 


FCF COMPCNENT PARTS SEE FIGURE 20 -5 
. JUMPER ASM 
. JUMPER ASK 


REF 
REF 




- 11 

- 12 


5756693 
2601706 


. JUMPER ASM 

FCF COMPCNENT PARTS SEE FIGURE 20 -61 

. CABLE HARNESS. SEQUENCE PANEL 


1 

REF 




- 13 

- 14 


2 e c i y 1 5 

353771 


. JUMPER ASM 
. JUMPER ASM 

FCR COMPCNENT PARTS SEE FIGURE 20 -19,-24A 


REF 
1 




- 15 

- 16 


761336 
26017C5 


. JUMPER ASM 

FCR COMPCNENT PARTS SEE FIGURE 20 -19,-24A 
. CABLE ASK,HU ED SUPPLY 


1 
1 




- 17 

- 18 


5759C93 
7 613 6 6 


FCR COMPCNENT PARTS SEE FIGURE 20 -15,-20,-60,-129 

. JUMPER ASM 
. JUMPER ASM 


REF 
REF 




- 19 

- 2C 

- 21 


353771 
2601706 
5759CS3 


. JUMPER ASM 

. CABLE HARNESS, SEQUENCE PANEL 

. JUMPER ASM 


REF 
REF 
REF 




- 23 

- 24 


5755352 
5 7554 18 


. JUMPER ASK 

ASSEMELY COMPONENTS ARE NOT REPLACEABLE 

. JUMPER ASK 


2 
1 




- 25 

- 25A 


32349G 
216226 


ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 

. JUMPER 
. JUMPER 


2 
5 




- 26 

- 27 

- 28 


26&17C5 
2 6 1 7 C 6 
2 601916 


. CABLE ASM.HD BD SUPPLY 
.CABLE HARNESS, SEQUENCE PANEL 
. JUMPER ASM 


REF 

REF 

2 




- 29 


2601917 


FCH CCMPCNENT PARTS SEE FIGURE 20 -25,-141 
. JUMPER ASM 

FOR CCMPCNENT PARTS SEE FIGURE 20 -25,-141 


2 




- 30 

- 31 


2 6)1918 
2601919 


. JUMPER ASK 

FCH CCMPCNENT PARTS SEE FIGURE 20 -25,-142 

. JUMPER ASM 


2 
2 




- 32 


2601773 


FCR COMPCNENT PARTS SEE FIGURE 20 -25,-142 
. CABLE ASM, 1403 FANS 

FCR COMPCNENT PARTS SEE FIGURE 20 -17,-21,-115,-121 


1 




- 33 


26C17C8 


. CABLE HARNESS 

FCR COMPCNENT PARTS SEE FIGURE 20 -2,-25,-143 
-144,-145 


1 




- 34 

- 34A 


2 6G17C9 
2598947 


. CABLE HARNESS 

FCR CCMPCNENT PARTS SEE FIGURE 20 -12,-19,-20 

. CAPACITOR 


1 
3 




- 34B 


2605991 


. RESISTOR 


1 
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Control & Indication 
DC Distribution 
400 Hz Distribution 
Fans 



Y//////A Signals 

Thermal Cutout 



] Jumpers 




FIGURE 3D. 1403 POWER BOX C.1BLE ASSEMELIES. SHEET 2 OF 2. INDEX NOS. 35-60. SEE LIST 31 



3135 PC 47 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






1403 POWER BOX CABLE ASSEMBLIES (PART 2 OF 2) 






3D- 
- 35 


2601 670 MP 
26C1774 


1403 POWER BOX CABLE INSTALLATION 
. CABLE ASM. 1403 EC 


REF 
1 




- 36 


2601772 


FUR COMPONENT PARTS SEE FIGURE 20 -14,-20,-64, 
-65,-69,-82,-83,-92 

. CABLE ASM.14C3 


1 




- 37 

- 38 


2601773 
26C1775 


FCR COMPONENT PARTS SEE FIGURE 20 -19,-106,-127, 

. CABLE ASM, 50/6CHZ, FANS 
. CABLE ASM, 1403 


REF 

1 




- 39 


2601841 


FOR COMPONENT PARTS SEE FIGURE 20 -50,-55,-119, 
-122,-123,-124,-125,-131 
. CABLE ASM, 1403 


1 




- 40 


2596501 


FOR .COMPONENT PARTS SEE FIGURE 20 -50,-55,-119, 
-12 2,-123,-124,-125,-131 
. CA3LE ASM, 1403 


REF 




- 41 

- 42 

- 43 


2598502 
25666G9 
25748C5 


. CABLE ASM, 1403 

. SCREW, NI PLATE, BD HE, 10-32, 0. 500LG ATT PT 

. WASHER, LOCK, NI ELATE, ET . 0. 1 95ID .0. 3950D ATT PT 


REF 
1 

1 




- 44 

- 45 


535694 
2566607 


. JUMPER ASM . 

FOR COMPONENT PARTS SEE FIGURE 20 -19,-24A 
. SCREW. NI PLATE. ED HE. 10- 32. 0. 250LG ATT PT 


1 

1 




- 46 

- 47 

- 47A 


2574805 

2102366 

.58207 


. WASHER, LOCK, NI PLAT E, ET, . 1 95ID , 0. 3 950D ATT PT 

. CLAMP, CABLE ' 

. SCREW, UNDBCT. ED HE ATT PT 


1 
5 
5 




- 48 

- 49 

- 49A 


60646 

532393 

101 70 


. V) AS HER, LOCK, IT, 0. 1 6 8ID, 0. 34 0OD 

. CLAM£,ADJUSTAELI 

. SCREW, BD HD.6-32.0.025LG ATT PT 


5 
1 

REF 




- 50 

- 51 

- 52 


2601705 
5761862 

5758893 


. CABLE ASM,HD ED SUPPLY 
. JUMPER ASM 
. JUMPER ASM 


REF 
REF 
REF 




- 53 

- 54 

- 55 


2 13C969 
5756948 
2601706 


. JUMPER ASM 
. JUMPER ASK 
. CABLE HARNESS, SEQUENCE PANEL 


REF 
REF 
REF 




- 56 

- 57 


2602376 
2601011 


. RESISTOR ASM 

ASSEMBLY COMPONENTS ABE NOT REPLACEABLE 
. JUMPER ASM 


1 

REF 




- 58 

- 59 


5364034 
472187 


. JUMPER ASM 

ASSEMELY COMPONENTS ARE NOT REPLACEABLE 
. JUMPER 


4 
2 




- 60 


5492081 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIG 20-52 


1 





























































































































48 




105 



DETAIL© 



110 108 107 106 




109 



FIGURE 12. CONSOLE ASSEHBLI. SHEET 2 OP 2. NOS. 84-126. SEE LIST 12. 
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Page of S124-0129-2 
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CONSOLE ASSEMBLY, 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


12 - 84 

- 35 

- 36 


223781 

3960 

5 276271 


. SCREW ASM, COVER ADJUSTING 

. NUT, PLAIN HEX 1/4-20 X 7/16 FL W 

. TERMINAL 


1 
1 

4 




- 87 

- 88 

- 89 


367115 

337193 

10170 


. JUMPER, BRASS 

. SHIELD, TERMINAL BOARD 6 POSITION 

. SCREW, MACH BD HD- NO. 6-32 X .250 LG ATT PT 


3 
1 
2 




- 90 

- 91 

- 97 


3 17131 

38354 

210883 


. BLOCK, 6 DBL SCREW TERMINAL 

. SCREW, MACH FIL HD 6-32 X 0.500 LG ATT PT 

. STUD, SHIELD MTG TAPPED NO. 6-32 ATT PT 


1 
2 
2 




- «3 

- 04 

- 05 


3222 66 
839722 
586874 


. STRIP, 6 POS NOS. 1 THRU 6 MARKER 
. KNOB, ROTARY 
. SPRING 


1 
2 
2 




- 96 

- 97 

- 98 


482204 

1993655 

806811 


. INSERT, ROTARY KNOB 

. ADAPTER, ROTARY SWITCH 

. SETSCREW, HEADLESS- 4-4 X 0.250 LG ATT PT 


2 
2 

4 




- 99 
-100 
-101 


5467552 

5 364071 

81693 


. SWITCH, ROTARY 

. BRACKET, POLLER SW MTG 

. SCREW, MACH BD HD- 6-32 X 0.375 LG ATT PT 


2 
2 

4 




-102 
-103 

-iou 


56722 
257986 
25 2531 


. I.OCKWASHER, EXT T .150 ID ATT PT 
. WASHER, FLAT 0.156ID X .3120D X .035THK ATT PT 
. CLAMP, CABLE 0.230 DIA MTG HOLE 


4 
8 
2 




-105 

-105A 

-106 


221790 

825557 

2111232 


. SCREW, MACH BD HD- 3-32 X 3/16 LG ATT PT 

. CLAMP, CABLE 

. DIODE, SEMICONDUCTOR TYPE AM 


2 

8 
2 




-107 
-108 
- 109 


2542050 
205331 
837532 


. RESISTOR, DIODE ASM WITH PLUG TERMINAL 
. JUMPER, RELAY GATES UNIT 1/8 BRASS 
. BLOCK ASM, TERMINAL 


1 
1 
2 




-110 
-111 
- 112 


3 835 2 

83 752 8 

5799065 


. SCREW, MACH FIL HD 6-32 X 0.375 LG ATT PT 
. INSULATOR, TERMINAL BLOCK 
. RELAY, ENCLOSED- 24VDC 


4 
2 
1 




-1 13 

-114 
-115 


8506 

767003 

8506 


. NUT, HEX- 3-48 ATT PT 

. RELAY- 24VDC 

. NUT, HEX- 3-48 ATT PT 


1 
1 

1 




-1 16 
-117 
-118 


2229542 
367115 
350966 


. CIRCUIT PROTECTOR, 7 AMP 250V 

. JUMPER, BRASS 

. COVER, TERMINAL BLOCK 


1 

1 
1 




-119 
-120 
-121 


10170 
317485 
210883 


. SCREW, MACH BD HD- NO. 6-32 X .250 LG ATT PT 

. BLOCK, 4 DBL SCREW TERMINAL 

. STUD, SHIELD MTG TAPPED NO. 6-32 ATT PT 


2 
1 
2 




-122 
-123 
-12U 


38 354 

527916 

1993656 


. SCREW, MACH FIL HD 6-32 X 0.500 LG ATT PT . 
., STRIP, 4 POS NOS. 1 THRU 4 BARKER 
. BRACKET, LATCH 


2 
1 
1 




-125 
-126 


38235 
1993615 


. SCREW, MACH 6-32 X .310 LG ATT PT 
. FRAME, CONSOLE 


2 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






FRONT END ASSEMBLY (PART 1 OF 3) 






4 - 


NO NO 


FRONT END ASSEMBLY 

FCfc NEXT HIGHER ASSEMBLY SEE FIGURE 2 


REF 




- 1 
2 

- 3 


2607545 
5 373218 
2602385 




. THOUGH, CABLE, ASB 

. SCREW, BD HE, 10-32,0. 312LG AST PT 

. . DRAWER ASM 


1 

4 
1 




- 4 

- 5 

- 5A 


2604669 

2031 

22478 






. STOP 
. . SCREW, NI PLATE, BD HD , 8-32 , . 625LG ATT PT 
. . WASHER, FLAT- 0.170 ID X 0.375 OD ATT PT 


1 

2 
2 




- 6 

- 7 

- 8 

- 9 


1090873 

2602006 

744229 

257982 






. . LOCKWASHER, SPLIT- 0.194 ID X 0.0337 OD 

. LID 
. . SHAFT 

. CLIP. RETAINING. E TYPE.O . 1 88BIA GROOVE 


2 
1 
2 
7 




- 10 

- 11 

- 12 


2602372 
5499812 
5499811 






. HCLDEE, SPARE LAMPS 
. LAME GREY, 4.5V 
. LAMP AMBER. 4.5V 


1 
3 
3 




- 13 

- 14 

- 15 


2391121 

5499810 
5499815 






. LAMP CLEAE,4. 5V 
. LAMP RED, 4.5V 
. LAMP RED, 24V 


3 
3 
2 




- 16 

- 17 

- 18 


2602005 

26020C8 

67873 






. DRAWER 

RUN NEE 

SCREW, PAN HD.SELF TAP .4-40 .0. 188LG ATT PT 


1 
2 
8 




- 19 

- 20 

- 21 


26C7537 

26065C0 

36844 




. CABLE TROUGH 

TABLE ASM 

SCREW, EEX HD. .0.250-20. 0.625LG ATT PT 


1 
1 

4 




- 22 

- 23 

- 24 


6935 

355C 

1S93696 




WASHER, LOCK-SFRING 0. 250 ,0. 4930D ATT PT 
WASHER, 0.25ID,0.0501HK ATT PT 

PIATE 


4 
4 

1 




- 25 

- 26 


28413 
26CC676 




SCREW, BD HD, 10-32, 0.312LG ATT PT 
COVER, LOWER FECNT 

USED WITH UNDERFLOOR CABLING ONLY 


2 
1 




- 26 

- 27 


2602134 
2566607 




CCVER, OPEN, LOWER FECNT 

USED WITH ONFLOOR CABLING ONLY 
SCREW, NI PLATE, ED HD, 10-32, 0. 25LG ATT PT 


1 
2 




- 28 

- 29 

- 30 


2566647 

19936G7 

332620 




WASHER, NI PLATE, . 203ID ,0 . 4380D ATT PT 

SPACER 

SCREW, BD HD, 10-32, 0.500LG ATT PT 


2 
1 
2 




- 31 

- 32 

- 33 


2602024 
2 566605 
2575292 




SUPPORT ASM, TABLE 

SCREW, NI PLATE, HEX HD ,, 0. 250-20 ,0. 625LG ATT PT 

LCCKWASHER, SPRING, 0.255ID ATT PT 


1 

4 
4 




- 34 

- 35 

- 36 


2575293 
2 600869 
2566607 




WASHEE,0.265IE,C.562OD ATT PT 

PLATE, FILIER, EH 

SCREW, NI PLATE, BD HE. 10-32, 0. 25LG ATT PT 


4 
1 
2 




- 37 

- 38 

- 39 


2566647 
260C870 
2566607 




WASHER, NI PLATE, . 203ID ,0 . 4380D ATT PT 

PLATE, FILLER, LH 

SCREW, NI PLATE, BD HD, 10 -32,0. 25LG ATT PT 


2 
1 
2 




- 40 


2566647 




WASHER, NI PLATE,0.2C3ID,Q.438OD ATT PT 


2 
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FIGURE 4. ffcCHT END AS 



SHEET 2 OF 3. INDEX NOS. 41-97. SEE LIST 4. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






FRONT END ASSEMBLY (PART 2 OF 3) 






4 - 

- 41 


NO NO 
2601865 




FRONT END ASSEMBLY (CONTINUED) 
. COVER ASM 


REF 
1 




- 4 1A 

- 12 

- 42A 


1993244 
2601668 
2566180 




. 


"•IN, HINGE ATT PT 
. COVER, HINGED 

STRIP. COMPRESSION 


4 
1 

AB 




- 43 

- 43A 

- <|3B 


2596694 

80651 

257966 






. LATCH ASM 

. SCREW, SELF TAP, PAN HD , 6-32,0. 375LG ATT PT 
WASRER,0. 156IC0.312OD ATT PT 


1 
2 
2 




- 44 

- 45 

- 46 


2598882 

192049 

4062756 






BOL1 LATCH 

. RING, RETAINING, EXT, 0.1 85ID, 0. 020THK 

. . LEVER 


1 
1 

1 




- 47 

- 48 

- 49 


4106830 
81086*2 
2601783 






. PIN ~— .___ 
. SPRING ~~ 
. BRACKET LATCH 


1 
1 
1 




- 50 

- 51 

- 52 


2601658 

2601681 

25262 




. COVER ASM, REAR 

. . SCREW, COVER RETAINING, 8-3 2, 1 . 250LG ATT PT 

. . RING-RETAINING, EXT, 0. 125ID,0.01 5THK ATT PT 


1 
2 
2 




- 53 

- 54 

- 55 


2598661 
2566617 
25748C4 






SUPPORT 

SCREW, NI PLATE, BD HD,8-32 ,0. 375LG ATT PT 

LCCKWASHER.ET.NO 8.0.365OD ATT PT 


2 
4 
4 




- 56 

- 57 

- 57A 


2601694 
2601664 
2575295 




. . COVER, REAR 

. KICKPLATE 

. SCREW, BD HD.1C-32.0.375LG ATT PT 


1 
2 

4 




- 58 

- 58 

- 59 


2605772 
2605773 
2605771 




. COVER ASM (FOR USE WITH UNDERFLOOR CABLING) 
. COVER ASM (FOR USE WITH ONFLOOR CABLING) 
. . COVER (FOR USE WITH UNDERFLOOR CABLING) 


1 
1 

1 




- 59 

- 60 


2601659 
2598661 




. . COVER (FOR USE WITH ONFLOOR CABLING) 
. . SUPPORT 


1 
2 




- 60A 

- 60B 

- 61 


2566617 

2574804 
2604659 




. SCREW, NI PLATE, BD HD, 8-32,0. 375LG ATT PT 
. WASfcEF,LOCK,ET,NO 8,0.365OD ATT PT 
. SCREW, STAINLESS STEEL, HEX HD, 10-32 , 0. 625LG ATT PT 


4 
4 

1 




- 62 

- 62A 

- 62B 


2<01663 
2566610 
2574804 




BRACKET 

SCREW, NI PLATE, ED HE, 8-32 , 0. 250LG ATT PT 

WASHER, LOCK, El, NO 8,0.365OD ATT PT 


1 
2 
2 




- 63 

- 63A 

- 63B 


2605774 
2566610 
2574804 




BRACKET 

SCREW, NI PLATE, BD HD,8-32 ,0. 250LG ATT PT 

WASHER, LOCK, ET, NO 8.0.365OD ATT PT 


1 
2 
2 




- 64 

- 6 4A 

- 64B 


2605774 
2566610 
2574804 




BRACKET 

SCREW, NI PLATE, BD HD, 8-32,0. 250LG ATT PT 

WASHER, LOCK, El, NO 8,0.365OD ATT PT 


1 
2 
1 




- 6 4c 

- 64D 

- 64E 

- 64F 


2575293 

34512 

2574804 

2604488 




WASHER, 0. 265ID,0.562OD ATT PT 
SCREW, BD HD- 8-32 X 0.375 LG 
LOCKWASHER,EXT TEETH NO- 8 
STUD 


1 

1 
1 

1 




- 65 

- 6 5A 


1993268 
2566610 




LEG 

SCREW, NI PLATE, BD 81^8-32, 0. 250LG ATT PT 


1 

6 




- 65B 

- 66 

- 67 


2574804 
1S85649 
1985650 




WASHER, LOCK, ET, NO 8,0.365OD ATT PT 

GLIDE 

POST, THREADED ATT PT 


6 
1 
2 




- 67A 

- 68 

- 6 8A 


332747 
2601663 
2 566610 




RING,RETAINING-EXT,0.207ID,0.025THK ATT PT 

BRACKET 

SCREW, NI PLATE, BD HE, 8- 32, .250LG ATT PT 


2 
2 
2 




- 68B 

- 69 

- 69A 


2575804 

2602046 

322029 




WASHER, LOCK, El, NO 8,0.365CD ATT PT 
POWER UNIT FRAME (FOR DETAIL BREAKDOWN SEE FIGURE 17) 
SCREW, BD HD, 0. 250-20, 0. 500LG ATT PT 


2 
1 
4 




- 69B 

- 70 

- 71 


3550 
1993270 
1993244 




WASHER, 0.025IB,0.05GTHK ATT PT 

COVER 

PIN, HINGE ATT PT 


4 
1 
2 




- 72 

- 72A 

- 73 


597CS7 

10170 

1S93692 




STRIKER, ROLLER IATCH 

SCREW, BD HD,6-32,0.250LG ATT PT 

COVER 


1 

2 
1 




- 74 

- 75 

- 76 


1S93268 

1985661 

582C7 




LEG 
LEG 
SCREW ,UNDRCT,BD H D,8-32 ,0. 250LG ATT PT 


1 
1 

24 




- 77 

- 77A 

- 78 


198b6!3 

56207 

1965649 




BRACKET 

SCREW, UNDECT,BD HD, 8-32 , 0. 250LG ATT PT 

GLIDE 


12 

24 

1 




- ;y 

- 80 

- 81 


1985650 

332747 

1985649 




POST, THREAD2D ATT PT 
RING, RETAINING, EXT, 0. 20 7 IC, 0. 025THK ATT PT 
GLIDE 


2 
2 
1 




- 82 

- 83 

- 84 


19856 50 
332747 
205855 




POST, THREADED AIT PT 
RING, RETAINING, EXT, 0. 20 7IC, 0. 025THK ATT PT 
CATCH, SPRING 


2 
2 
1 




- 86 


1U1/0 
1993236 




SCREW, BD HD,6-32,Q.250LG ATT PT 

HINGE 


2 

2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


4-87 
- 68 


562C7 
55901 


. SCKEfo ,UNDBCT,ED HD, 8-32 , . 25GLG ATT PT 
. WASHEIi, LGCK-ET,0.3aiOD ATT PT 


4 
4 




- 89 

- 90 

- 91 


22473 

1965654 

34512 


. WASHER, 0. 17ID,C.375OD,0. 32THK ATT PT 

. BRACKET 

. SCRKW.BD HD, 8-32. 0. 375LG ATT PT 


4 
2 
4 




- 92 

- 93 

- 94 


55901 
22478 
91514 


. WASHER, LGCK-EI 0. 1 6 8ID, . 3810D ATT PT 
. WASHER, 0. 170IE,v,.375OD, 0.032THK ATT PT 
. BUMPER 


4 
4 
1 




- 95 

- 96 


1993247 

522034 


USED EOK fHCHT fcNC WITHOUT 1403 
. FHAKE ASM 
. 5CREW-BD HD.0.250-2C. 1.500LG AIT PT 


1 

4 




- S6 


322029 


USED fOR FRCN1 END WITHOUT 1403 
. SCi'EW,BD HD,3.25Q-2C,0.500LG ATT PT 
USED ECIt FRCNI END WITH 1403 


4 




- 97 


3550 


. WASHER, G.25ID,0.G53THK ATT PT 


4 
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FIGURE H. EKCN1 END ASSEMBLY. SHEET 3 CF 3, INDEX NOS. 98-125. SEE LIST U. 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






FROM END AS3EMELY {FART 3 OF 3) 






4 - 
- 98 


NC NO 
1993311 




FRONT END ASSEMELX (CONTINUED) 
. PAPER HACK 


REF 

1 




- 99 
-100 
-101 


5488646 

226307 

5357135 




SKIRT, EACK,MOEESTY 

SCREW, SLOT HD,8-32,0.437LG ATT PT 
. CATCH. EULLET NOSE 


1 
4 
3 




-102 
-103 
-1014 


2£iJ 1869 
1161456 
1 1 61 U55 




. BRACKET 

RECEPTACLE, FRONT PANEL LATCH 
. NUT, 0.468-32. FRONT PANEL LATCH ATT PT 


2 
2 
2 




-105 
-106 
-107 


2566610 
2E74S04 
2£i4 187C 




SCREW,BD HD,8-32,0.25LG ATT PT 
WASHER, LOCK, ET, 0. 1 68ID, 0. 3650D ATT PT 

. CCVER 


4 
4 
1 




-108 
-109 
-11C 


2130294 
1161453 
5357135 




. STUD ATT PT 
WASHER, LOCK 0.47OD ATT PT 

CATCH, BULLET NOSE 


2 
2 
3 




-111 
-112 
-113 


1985663 
19944 
22478 




LEO 

SCREW, BD HD,8-32,0.75CLG ATT PT 

WASHES, 0. 17ID.0.375CD.0.32THK ATT PT 


1 

8 
8 




-1 14 
-115 
-116 


1S85649 
1S8565C 

332747 




GLIDE 

POST, THREADED ATT PT 

RING.RETAINING-EXT.C.207IC, 0-025THK ATT PT 


1 
2 
? 




-117 
-118 
-1 19 


1993266 
19944 
22478 




LEG 

SCREW, BE HE, 8-32,0. 750LG ATT PT 

WASHER, 0.17ID.0.375CD.0.320THK ATT PT 


1 

8 
8 




-120 
-121 
-122 


1S8564S 

1S85650 

J32747 




GLIDE 

POST, THREADED ATT PT 

Ri;;fi,KETAINING-EXT f 0.207ID,0.025THK ATT PT 


1 
2 




-123 

-1214 

-125 


5271288 

43 6 54 6 

54G6844 




LUG 

SCREW, BD HD,4-4C,0. 188LG ATT PT 

SUPIOFT, PRINTER 


2 
1 
1 
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See Detail A 




Detail A 



FIGURE 5. CONSOLE ASSEMBLY. SHEET 1 OF 3. INDEX NOS. 1-55. SEE LIST 5. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLE ASSEMBLE (PAST 1 OF 3) 










CODE A ENGLISH LANGUAGE 
CODE E FRENCH LANGUAGE 










CODE C GERMAN LANGUAGE 






5 - 
- 1 


26C165C NP 
624476 


CONSOLE ASM 

FOR NEXT HIGHER ASSEMBLY SEE FIGUHE 2 
. BUTTON.POWES OFF 


REF 


A 


- 1 

- 1 

- 2 


624567 
£24569 
719117 


. BUTTON, HORS TENSION 
. BUTTON, NE1Z AUS 
. BUTTON, POWER CN 




B 
C 
A 


- 2 

- 2 

- 3 


624591 

5236862 

£24477 


. UUTTCN,SOUS TENSION 
. BUTTON ASM,NETZ "EIN" 
. BUTTON, LOAD 




B 
C 

A 


- 3 

- 4 


4204239 
624560 
824478 


. BUTTON, CHARG 
. BUTTON, LALEN 
. BUTTON .RED, INTERRUPT 




B 
C 
AB 


- 4 

- 5 

- 6 


824562 

749033 

5350020 


. BUTTON, RED, UNTEDBRECHUNG 

. BUTTON, RED, STOP 

. BUTTON, GREEN. START 




C 

ABC 

AC 


- 6 

- 7 

- 7 


624569 
2173181 
2176C73 


. BUTTON ASM, ARRET 
. BUTTON, PSW RESTART 
. BUTTON, BLUE. REPRISE 




B 
A 

R 


- 7 

- 8 

- 8 


2637403 

824469 
2 63 " 4 C 9 


. BUTTON ASM,NEUSTART 
. BUTTON, SYSTEM RESET 
. BUTTON ASM, REST SYS 




C 

A 
R 


- 8 

- 9 

- 9 


2637402 

824467 

5564364 


. BUTTON ASM, SYSTEM GRUNDSILG 
. BUTTON, STORE- 
. BUTTON 




C 

A 
B 


- 9 

- 10 

- 10 


2637405 

2495439 

624581 


. BUTTON ASM,SEEICHEBN 

. BUTTON ASM,BLUE,SET ADR AND DISPLAY 

. BUTTON, BLUE, AFFICKAGE 




C 
A 
B 


- 10 

- 1 1 

- 12 


2632558 
483667 
4E3E67 


. BUTTON ASM, BLUE, ADCR SETZ UND ANZEIGEN 
. BUTTON BLANK 
. BUTTON BLANK 




C 

ABC 

ABC 


- 13 

- 13 

- 13 


2495475 
2637413 
55C6129 


. BUTTON, BLUE, ENAELE SYSTEM CLEAB 
. BUTTON ASM, REMISE A BLANC 
. BUTTON 




A 
B 
C 


- 14 

- 15 

- 16 


463667 
483667 
483667 


. BUTTON BLANK 
. BUTTON ELANK 
. BUTTON BLANK 




ABC 
ABC 
ABC 


- 17 

- 17 

- 17 


483757 
2637414 
2637401 


. BUTTON ASM, START CONSOLE FILE 

. LENS ASM,DISQ CSLE EF 

. LENS ASM START KCNSOLE PE 




A 
B 
C 


- 18 

- 18 

- 18 


824471 

2637412 

624561 


. BUTTON, CHECK RESET 

. BUTTON ASM, REST CTLE 

. BUTTON, BLUE, PRUFUNG LCSCHEN 




A 
B 
C 


- 19 

- 20 

- 2C 


2606469 

4822C1 

4C66641 


. KNOB ASSEMBLY,DIAL 

. INSERT-EMERGENCY PULL 

. INSERT-EMERGENCY PULL 




A 

B 


- 20 

- 21 

- 22 


4066640 
5499812 
5499811 


. INSERT-EMERGENCY PULL 

. INDICATOR ASM, 4.0.5V, CLEAR/SMOKE GREY 

. INDICATOR ASM, 40.5V, AMBER/ORANGE 


34 
5 


C 


- 23 

- 24 

- 25 


5499810 
5499815 
5353888 


. INDICATOR ASM, 40.5V, RED/RED 
. INDICATOR ASM, 24V, RED/RED: 
. HOUSING, PANEL 


4 

5 

48 




- 26 

- 27 

- 28 


260753d 
2495482 
2601558 


. KNOB ASM 

. LABEL ASM, METER . 

. PANEL, MAIN SWITCH 


5 
1 
1 


A 


- 2b 

- 28 

- 29 


260.20656 

2602067 

10170 


. PANEL ASM, MAIN SW 
. PANEL ASM, MAIN SW 
. SCREW, BD HD,6-32,0.250LG ATT ET 


1 
1 

8 


B 
C 


- JO 

- 31 

- 31 


56722 
2601559 
2 6020 88 


. WASHER, LOCK, EI 0. 14 1ID, 0. 320OD AIT PT 
. PANEL ASM, ROTARY SWITCH 
. PANEL ASM, ROTARY SWITCH 


8 
1 
1 


A 
B 


- 31 

- 32 

- 33 


2602C8S 

10170 

257187 


. PANEL ASM,ROTASY SWITCH 
.'. SCREW, BD HD,6-32,0.250LG ATT PT 
. NUT, HEX, 6-32 ATT PT 


1 

4 
4 


C 


- 34 

- 35 

- 36 


bb/22 
2601563 
2601561 


. WASHER, LOCK, ET,0. 14 1IB, C. 320OD ATT PT 
. PANEL ASM 
. PANEL'ASM 


8 
1 
1 




- 37 

- 38 

- 39 


1C170 

22478 

257167 


. SCREW, BD HD / 6-32,0.250LG ATT ET 
. WASHER, 0. 170ID,C.3750D ATT ET 
. NUT, HEX, 6-32 ATT ET 


2 
2 
2 




- 39A 

- 40 


bb/22 
2601560 


. WASHER, LOCK, ET,0. 14 1ID, 0. 320CD ATT PT 
. PANEL ASM 


2 
1 


AC 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


5-40 
- 41 


260209C 
257167 


. PANEL ASM,EMEB EUII 

. NUT, HEX, 6-32 ATT PT 


1 

4 


B 


- 42 

- 42A 

- 43 


56722 

22478 

2601576 


. WASHES, LCCK,ET 0. 1 4 1IB, 0. 320OD ATT PT 
. WASHER, 0. 170IC,0.355OD ATT PT 

. STRIKE 


4 
2 
2 




- 44 

- 45 

- 45A 


2604688 

257187 

56722 


. LATCH CONSOLE 

. NUT, HEX, 6-32 ATT PT 

. WASHER. LOCK. ET 0. 1 4 1ID. 0. 32 0OD ATT PT 


1 

4 
4 




- 46 

- 46 

- 46 


2601532 
2602C84 

26C2085 


. PANEL ASM 
. PANEL ASM 
. PANEL ASM 


1 
1 
1 


A 

B 
C 


- 47 

- 48 

- 49 


257187 

56722 

2596364 


. NUT, HEX, 6-32 ATT PT 
. WASHER, LOCK, ET 0. 1 4 1, 0. 320OD ATT PT 
. TRIM, MOUNTING. 5 ROTARY SWITCH 


4 
4 
1 




- 50 

- 51 

- 54 


1C170 

56722 

2603911 


. SCREW, BD HD,6-32,G.25CLG ATT PT 
. WASHER, LOCK, ET . 1 4 1IE, 0. 320OD ATT PT 

. KNOB 


4 
4 

1 




- 54A 

- 55 


257971 
2601E48 


. SCREW, HEADLESS SET , 6- 32 , . 2 50LG ATT PT 

. FRAME ASK, CONSOLE 


2 
1 
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A GATE ASSEMBLY-STAGE 1 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


18 - 


1993070 
4145986 


A GATE ASM, STAGE- 1 

A GATE ASM, STAGE- 1 MODEL 3 

FOB NEXT HIGHER ASM SEE FIGURE 10-39 


REF 
REF 




1 
- 2 


1993946 
1993366 


FOR ILLUSTRATION SEE FIGURE 18 
. SWITCH ASM, A GATE 
. CLIP. THERMAL SWITCH 


3 
3 




- 3 

- 4 

- 5 


10170 

257187 

1985685 


. SCREW, MACH BD Ht)- NO. 6-32 X .250 LG ATT PT 
. NtJT,HEX DBL CHAMFERED 6-32 X 0.3125 FL W ATT PT 
. SCREEN. GATE TOP 


3 
3 
3 




6 

- 7 

- 8 


731626 

255939 

3960 


. SCREW, PAN HD 6-32 X 1/4 LG ATT PT 
. SCREW, BUMPER ADJ 1/4-20 X 1-3/16 LG 
. NUT. PLAIN HEX 1/4-20 X 7/16 FL W 


6 
1 
1 




- 9 

- 10 

- 11 


1993073 

186758 

1090873 


. BRACKET, GATE BUMPER 

. SCREW, MACH BD HD 8-32 X 0.437 LG ATT PT 

. LOCKWASHER. SPLIT 0.168 ID X 0.296 OD ATT PT 


1 
2 
2 




- 12 

- 13 

- 13A 


2630001 

1993072 

38451 


. LABEL, CPU A GATE 

. LATCH, GATE 

. SCREW. FL HD- 8-32 X 0.250 LG ATT PT 


1 
1 
2 




- m 

- 15 

- 16 


251970 

257984 

37913 


. SCREW, MACH BD HD- 4-40 X 0.250 LG ATT PT 
. WASHER, SPLIT RING .115 ID .212 OD ATT PT 
. NUT, JAM HEX- 4-40 X 0.250 FL W ATT PT 


4 
4 

4 




- 17 

- 13 

- 20 


438548 

257986 

1981192 


. SCREW, MACH BD HD- 4-40 X .188 LG ATT PT 
. WASHER, FLAT 0.156ID X .3120D X .035THK ATT PT 

. BRACKET. LATCH 


8 

4 

1 




- 21 

- 22 

- 2 3 


731626 

1993 674 

28413 


. SCREW, PAN HD 6-32 X 1/4 LG ATT PT 

. BRACKET, STOP-A GATE LOWER 

. SCREW, MACH BD HD- 10-32 X 5/16 LG ATT PT 


4 
1 
2 




- ?U 

- 25 

- 26 


9092 

1993394 

53207 


. LOCKWASHER, SPLIT RING, .194 ID .3370D ATT PT 

. PLATE, GATE LATCH 

. SCREW, MACH BD HD- 6-32 X 0.250 LG ATT PT 


2 
1 

2 




- 27 

- 28 

- 20 


1090873 
204210 
139766 


. LOCKWASHER, SPLIT 0.168 ID X 0.296 OD ATT PT 

. ROLLER, GATE SUPPORT 

. CLIP, RETAINING- 0.281 ID X 0.020 THK ATT PT 


2 
1 
1 




- 30 

- 31 

- 32 


1981184 

325149 

1993322 


. STUD, GATE GUIDE 

. NUT, ELASTIC STOP- 0.375-16 ATT PT 

. ADAPTER ASM, COOLING UNIT 


1 
1 
3 




- 33 

- 34 

- 34 


28413 
1993531 
1993582 


. SCREW, MACH BD HD- 10-32 X 5/16 LG ATT PT 
. COOLING UNIT ASM, GATE- 50HZ 
. COOLING UNIT ASM, GATE- 6 HZ 


9 
3 
3 




- 3U 


1573500 


FOR DETAIL BREAKDOWN SEE FIGURE 64 
. COOLING UNIT ASSEMBLY- 60 HZ 

FOR DETAIL BREAKDOWN SEE FIGURE 66 


3 




- 34 

- 314 


5548306 
1574816 


. COOLING UNIT ASSEMBLY- 60 HZ (OPTIONAL) 
. COOLING UNIT ASSEMBLY- 60 HZ NON PCB (OPTIONAL) 
FOR DETAIL BREAKDOWN SEE FIGURE 66A 


3 
3 




- 34 

- 35 


1574800 
28413 


. COOLING UNIT ASSEMBLY- 60 HZ NON PCB 

FOR DETAIL BREAKDOWN SEE FIGURE 66 
. SCREW, MACH BD HO- 10-32 X 5/16 LG ATT PT 


3 

9 




- 36 

- 37 

- 38 


838480 
1935817 
1994803 


. SEAL, PLENUM 

~. SEAL, GATE CABLE 

. SHI ELD, SAFETY 


AR 
2 

4 




- 19 

- no 

- 41 


322562 

1993137 

59647 


. SCREW, MACH BD HD- 10-32 X 2.000 LG ATT PT 

. STRIP, VOLTAGE- 3V A GATE 

. SCREW, SLOTTED HEX HD- 1/4-20 X 1.00 LG ATT PT 


8 
4 
4 




- 'i 2 

- 43 

- 44 


76574 

3960 

1993136 


. LOCKWASHER, EXT TEETH .250 ATT PT 
. NUT, PLAIN HEX 1/4-20 X 7/16 FL W ATT PT 
. STRIP, VOLTAGE- 1.25V A GATE 


4 
4 
4 




- 45 

- 46 

- 47 


59647 

76574 

3960 


. SCREW, SLOTTED HEX HD- 1/4-20 X 1.00 LG ATT PT 
. LOCKWASHER, EXT TFETH .250 ATT PT 
. NUT, PLAIN HEX 1/4-20 X 7/16 FL W ATT PT 


4 
4 
4 




- 48 

- 49 

- SO 


1993135 

101706 

56079 


. STRIP, GROUND 

. SCREW, SLOTTED HEX HD- 10-32 X 0.750 LG ATT PT 

. WASHER LOCK, EXT T .204 ID .410 OD ATT PT 


4 
8 
8 




- 51 

- r t"? 

- 53 


11598 

1993134 

816746 


. NUT, PLAIN HEX 10-32 ATT PT 
. SUPPORT, TERMINAL 
. SHIELD, SAFETY 


8 
4 
4 




- su 

- 55 

- 56 


5112043 
31515 1 
81674 4 


. SCREW, MACH BH 6-32 X 1/4 LG ATT PT 
. SCREW, BD HD- 8-3 2 X .37 5 LG 

. BLOCK, TERMINAL 


8 
80 

4 




- S7 

- 53 

- 59 


81674 3 

816868 

53207 


. STANDOFF ATT PT 

. CLAMP ASM, CABLE 

. SCREW, MACH 3D HD- 6-32 X 0.250 LG ATT PT 


3 

5 

1 




- 6* 

- 6 1 

- 62 


81 o 98c 
815174 
313321 


. . BAR, SPRING 

. . SCREW ATT PT 

. . SPRING 


1 
2 
1 




- 63 

- 6 4 


315219 
316921 


. . SPACER, 0.180 ID X 0.230 OD X .230 LG 
. . PLATE, CABLE CLAMP FRONT 


2 
1 
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LIST AND 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 

CODE 


18- 65 
- 66 


816984 
26371*88 




. . BACKPLATE, CABLE CLAMP 
PAD ASM 


1 
1 




- 67 

- 68 

- 69 


26413 

533342 

10170 




SCREW, MACH BD HD- 10-32 X 5/16 LG ATT PT 

. COVER, TERMINAL BOARD 

. SCREW, MACH BD HD- NO. 6-32 X .250 LG ATT PT 


2 
1 
2 




- /O 

- 71 

- 72 


2125898 

1985821 

825557 






STUD, TAPPED 
. CAPACITOR ASM- 1K UF ELECTROLYTE 
CLAMP, SELF LOCKING 


2 
2 
2 




- 73 

- 74 

- 75 


483681 
816933 
32C451 






. . TERMINAL, RING- 18-20AWG 

. CAPACITOR, FXD ELECT- 1000UF P100M10X 8V 
BLOCK, 10 DBL SCREW TERMINAL 


2 
2 
1 




- 76 

- 77 

- 7fl 


3220 6 5 

550578 

2640964 






SCREW, MACH BD HD- 6-3 2 X 5/8 LG ATT PT 
STRIP, 10 POS NOS. 1 THRO 10 MARKER 
BRACKET, TERMINAL BLOCK 


2 
1 
2 




- 79 

- 30 

- *1 


1077722 
819012 
731626 




GROMMET 

COVER, DUMMY 

SCREW, PAN HD 6-32 X 1/4 LG ATT PT 


1 
1 

4 




- 82 

- 8 3 

- 84 


22478 
319431 
731626 




WASHSR,FL 0.170 ID 0.375 OD 0.032 THK ATT PT 

COVER, DUMMY BACK 

SCREW, PAN HD 6-32 X 1/4 LG ATT PT 


4 
1 
4 




- 85 


22470 




WASHER, FL 0.170 ID 0.375 OD 0.032 THK ATT PT 


4 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


5-119A 
-119B 


34512 
1C9C873 


. SCREW, BD HD,8-32,0.375LG ATT PT 
. WASHER, LOCK, SEEING. 0. 168 IE. . 2960D ATT PT 


2 
2 




-120 

-120A 

-121 


2602410 

56207 

369208 


. COVER 

. SCREW, UHERCT, ED HE , 8-32, . 2 5CLG ATT PT 

. DECAL.INS'1-HAZAE.DCUS AREA 


1 
2 
1 




-122 
-123 

-124 


123C74 
25SE576 
26018C9 


. GRCMMET, RUBBER 
. TERMINAL BLOCK 
. SISIP.MAEKSK 


1 
1 
1 




-125 

-125A 

-12EB 


436550 

37913 

257965 


. SCREW, BD HD,4-40,0.500LG ATT PT 
. NUr-HEX,4-40 ATT PT 
. WASHER, 0. 125lD,C.250OD,0.028THK ATT PT 


2 
2 
2 




-126 
-127 
-128 


372688 

36051 

6364 


. CARL ASH-TSTR,METEE 

. NUT, HEX, 6-32, C. 250 ATT PT 

. WASHER, LOCK. SPRING . 14 1 1E. 0. 250OD ATT PT 


1 
2 
2 




-129 
-130 
-131 


356542 

322551 

2601622 


. SIANDOFF ATT PT 
. SCREW, BD HE,6-32,0.750LG ATT PT 
. BRACKET, LH 


2 
2 
1 




-132 

-133 
-134 


562C7 

559C1 

2601631 


. SCREW, UNDFCT,EB HE, 8-32 , 0. 250LG ATT PT 
. WASHER, LOCK, ET 0.168 ID,0.3810E ATT PT 

. BRACKET, RH 


2 
2 
1 




-135 
-136 
-137 


34512 

559C1 

257189 


. SCREW, BD HD,8-32,0.375LG ATT PT 
. WASHER, LOCK,ET, 0.168 IE,0.381OD ATT PT 
. NUT, HEX, 8-32 AIT PT 


2 
2 
2 




-138 


36S2C6 


. DECAL,INST-HAZAEDOUS AREA 


1 
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167D 



167C 



167B 




FIGURE 5. CONSOLE ASSFMBLY. SHEET 3 OF 3. INDEX KOS. 139-168. SEE LIST 5. 
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, FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






CONSOLE ASSEMBLY (PART 3 OF 3) 






5 - 
-139 


2601650 NP 
2607136 


CONSOLE ASSEMBLY 
. NAMEPLATE ASM 


REF 
1 


AC 


-139 

-140 
-1141 


2607132 

11598 
56079 


. NAilEELATE ASM, FRENCH 

. NUT, HEX, 10-32 ATT PT 

. WASHER. LOCK. ET 0. 1 95IC. 0. 41 0OD ATT PT 


1 
2 
2 


B 


-141 A 

-142 

-143 


45690 
2605654 
2601638 


. WASHER, 0.203IE,0.4380D,0.031THK ATT PT 
. STUD ATT PT 
. SPBING, COMPRESSION 


2 
2 
1 




-144 
-145 
-146 


2C01577 
38235 
56722 


. PAWL 

. SCREW,BD HD ATT PT 

. WASHER. LOCK-ET ATT PT 


2 
4 
4 




-147 
-148 
-149 


26G158C 

2601578 

56207 


. PAWL, ABM 

. SIOP 

. SCREW, UNDECT. BD H D .8-32 . 0. 2 50LG ATT PT 


1 
1 

1 




-150 
-151 
-151A 


55901 

2601542 

56297 


. WASHES, LOCK-ET . 16 8ID, 0. 38 10D AIT PT 

. BRACKET 

. SCREW. UNDECT, ED HE. 8-32. . 2 50LG ATT PT 


1 
1 
3 




-151B 
-152 


2247S 
NC NO 


. WASHER, C. 17ID,C.375CD,0.32THK ATT PT 
. PHOTO SENSING UNIT 

FOB DETAIL PARIS SEE FIGURE 8 P PART 2 


3 
1 




-152A 

-153 

-154 


58207 

5180378 

308789 


. SCREW, UNDECT, BD HD ,8-32 , 0. 250LG ATT PT 
. TUBE ASM-LAMP REMOVAL 
. CLIP 


2 
1 

1 




-154A 

-155 

-155A 


438546 

2601531 

257189 


. SCREW, ED HD, 4-40,0. 188LG ATT PT 

. LATCH ASM 

. NUT, HEX, 8-32 ATT PT 


1 
1 




-155B 
-155C 
-156 


166759 

55901 

198981 


. SCREW, BD HD,8-32,0.312LG ATT PT 
. WASHER, LOCK, ET, 0. 1 68ID, 0. 3810D ATT PT 
. GROMMET, RUBBER 


2 
2 
1 




-157 
-158 
-159 


2601515 

257187 
257966 


. HINGE 

. NUT, HEX, 6-32 ATT PT 

. WASHER, 0. 156IC.0.312OD ATT PT 


2 
4 

4 




-160 
-161 
-162 


81693 

2605978 

4636 


. SCREW, BD HD,6-32,0.375LG AIT PT 

. SUPPOR1 ASM 

. SCREW, FL HE, 8-32,0. 375LG ATT PT 


4 
1 
2 




-163 
-164 
-165 


2601540 
58207 
55901 


. BRACKET 

. SCREW, UNDECT, BD HE, 8-32, 0. 250LG ATT PT 

. WASHER, LOCK, ET . 168ID, 0. 38 10D ATT PT 


1 
2 
2 




-166 
-167 


NC NO 

NO NO 


. ROLLER BLIND ASSEMBLY 

FOR DETAIL PARTS SEE FIGURE 8, PART 1 
. CCNSOIS FILE MOUNTING 


1 
1 




-167A 
-167B 


2601589 
2601566 


FOR DETAIL PARTS SEE FIGURE 6 
. BRACKET ASM,LH 
. BRACKET ASM,RH 


1 
1 




-167C 
-167D 
-167E 


166759 

55901 

257189 


. SCREW, BD HE,8-32,0.312LG ATT PT 
. WASHER, LCCK-ET,0.381OD ATT PT 
. NUT, HEX, 8-32 ATT PT 


4 
4 
2 




-168 

-168A 

-169 


26G1614 

166759 

55901 


. CHANNEL 

. SCREW, BD HD,8-32,0.312LG ATT PT 

. WASHER, LOCK-ET 0. 1 68ID,0. 3810D ATT PT 


1 
6 
6 




-170 
-171 
-172 


257189 

55901 

186759 


. NUT, HEX, 8-32 ATT PT 
. WASHER, LOCK-E1 . 168IE, 0. 38 10D ATT PT 
. SCREW, EB HE, 8-32,0. 312LG ATT PT 


1 

6 
6 




-173 
-174 
-175 


2601653 
32617 
56079 


. PLATE, STRIKE 

. SCREW, BD HD, 10-32,0. 438LG ATT PT 

. WASHER, LOCK-ET 0.195ID 0.410OD ATT PT 


1 

4 
4 




-176 
-177 
-176 


2601562 
2601643 
2601583 


. RECEPTACLE 

. BRACKET, CATCH 

. NUT, HEX, 0.469-32 ATT PT 


1 
1 
1 




-179 
-180 
-181 


63<4 

10170 

2601625 


. WASHER, LOCK-SPRING 0. 14 1ID, 0.253OD ATT PT 
. SCREW, 3D HD, 6-32,0. 250LG ATT PT 
. PIVOT HINGE 


2 
2 
2 




-182 
-183 
-183A 


436587 

55901 

1090873 


. SCREW, BD HE, 8-32, 1. 125LG ATT PT 
. WASHER, LOCK-ET . 188ID, . 38 10D ATT PT 
. WASHER, LOCK ATT PT 


8 

8 
2 




-183B 
-183C 
-184 


45690 

856575 

2606473 


. WASHER, FLAT ATT PT 

. JUMPER 

. DBACKET RETAINER 


2 
2 
1 




-185 
-186 
-188 


16675S 

55901 

2601548 


. SCREW, HD HD,8-32,0.312LG AIT PT 
. WASHER, LOCK, ET, 0. 1 68ID, . 38 10D ATT PT 
. FRAME ASM, CONSOLE 


1 
1 
1 
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See Detail 
A 



28,25 
29,26 



Detail A 

FIGURE 6. CONSOLE FILE MOUNTING. SHEET 1 OF 2. INDEX NOS . 1-65. SEE LIST 6. 
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FIGURE - 

INDEX 

NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLE FILE MOUNTING (PART 1 OF 2) 






6 - 


NO NC 


CONSOLE FILE COUNTING 

FCR NEXT HIGHER ASSEMBLY SEE FIGOHE 5 


REF 




- 1 

- 2 

- 3 


2601563 
2577CC 
2-57167 


. PANEL ASH 

. RING,HETAINING-£XT,0. 187IE, 0.0 20THK All PT 

. NUT, HEX. 6-32 ATT PT 


1 

2 
4 




- 4 

_ 5 
6 


' 56722 

2601645 

3E051 


. WASHER, LOCK,ET, 0. 141ID, C.32GOD ATTPT 

. PLA1E, GUIDE 

. NUT, HEX, 6-32 ATT PT 


4 
1 
2 




- 7 

- a 

- 9 


56722 
2601644 
2601565 


. WASHER, LOCK, EI, 0. 14 1ID, 0. 320OD ATT PT 

. PLATE, RETAINER 
. STUD 


2 
1 
1 




- 10 

- 11 

- 12 


26G1584 

2601519 

257137 


. RETAINEfi ' ATT PT 

. SHIELD, TOP 

. NUT, HEX. 6-32 ATT PT 


1 
1 
4 




- 13 

- 14 

- 15 


62031 

2601642 

257187 


. WASHER, LOCK, II . 14 1ID, 0. 29 5CD ATT PT 

. BRACKET, FULL 

. NUT, HEX. 6-32 ATT PT 


4 
2 
4 




- 16 

- 17 

- 18 


56722 
2601624 
1124740 


. WASHER, LOCK, ET,G. 14 1ID, C. 320OD ATT PT 

. INSULATOR 

. SCREW ,NYLCN,BD HD . 6-32. C. 250LG ATT PT 


4 
2 
2 




- 19 

- 20 

- 21 


2601E22 

2571d7 

62C31 


. SHIELE SIDE 

. XUT,HBX,6-32 ATT PT 

. WASHER, LOCK-IT 0. 1 4 1 ID. 0. 2950D ATT PT 


2 
10 
10 




- 22 

- 23 

- 24 


2601602 

257S82 

26 016C0 


. ARM, LINK 

. CLIP,RETAINING-E TYPE 0.188 CIA GROOVE ATT PT 

. BRACKET ASM.LH 


2 
2 
1 




- 25 

- 26 

- 27 


257167 

56722 

2601599 


. NUT, HEX, 6-32 ATT PT 
. WASHER, LOCK, ET 0. 1 4 1ID, C. 320OD ATT PT 
. BRACKET ASM,RH 


2 
2 
1 




- 28 

- 29 

- 30 


257167 

56722 

26016C9 


. NUT, HEX, 6-32 ATI PT 
. WASHER, LOCK, ET 0. 14 1ID, 0. 320OD ATT PT 
. ERACKET 


2 
2 
2 




- 31 

- 32 

- 33 


2601640 

2601613 

55726 


. SPRING, EXTENSION 

. BRACKET ASM, HINGE 

. SCREW, BD HD, 6-32,0. 188LG ATT PT 


1 

2 
4 




- 34 

- 35 

- 36 


56722 

26016C6 

257189 


. WASHER, LOCK, ET 0.150ID ATT PT 

. BRACKET 

. NUT, HEX, 8-32 AIT PT 


4 
1 
2 




- 37 

- 38 

- 39 


55901 
26016C7 
2601611 


. WASHER, LOCK-ET 0.168 ID,0.381OD ATT PT 
. SCREW, SHOULDER, 8-32, 0.59LG ATT PT 
. BRACKET, HINGE STOP 


2 
2 
2 




- 40 

- 41 

- 42 


257167 
56722 
38235 


. NUT, HEX, 6-32 ATT PT 
. WASHER, LOCK, ET 0. 1 4 1ID, 0. 320OD ATT PT 
. SCREW, BD HD,6-32,0.312LG ATT PT 


4 
4 
4 




- 43 

- 44 

- 45 


2601620 

5528 

60646 


. GLIDE 

. SCREW, BD HD,8-32,0.625LG ATT PT 

. WASHER, LOCK, IT 0.168 ID,0.340OD ATT PT 


2 
4 
4 




- 53 

- 54 

- 55 


26016C1 
58207 
55901 


. BRACKET, SHOCK HTG 

. SCREW, UNDBCT, ED HE, 8-32,0. 250OD ATT PT 

. WASHER, LOCK-ET . 168ID, . 38 10D ATT PT 


2 

8 
8 




- 56 

- 56 


2280771 
228C770 


. READER ASM, 50 HZ 
. READER ASM, 60 HZ 

FOR DETAIL PARTS SEE FIGURE 7 


1 
1 




- 57 

- 58 

- 59 


2601621 
2601622 
2601605 


. SUFEOPT ASM,RH 
. SUPPORT ASM,LH 
. BUMPER 


1 
1 
2 




- 60 

- 61 

- 62 


S5726 

56722 

2602105 


. SCREW, BD HD, 6-32,0. 188LG ATT PT 
. WASHER, LOCK, ET 0. 14 1ID, 0. 320OD ATT PT 
. HINGE 


2 
2 
2 




- bJ 

- 65 


2175684 
2601574 


. SCREW, SELF TAP, FAN HD, 4-40, 0. 375LG ATT PT 
. COVER ASM 


4 
1 










































I 










i 
i 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLE FILE MOUNTING (PART 2 OF 2) 






6 - 
- 66 


NC NO 
2602101 


CONSOLE FILE COUNTING (CONTINUED) 
. PIVOT 


REF 
4 




- 67 

- 68 

- 69 


2577C1 
2602104 
2602131 


. RETAINER-EIVOT EIN ATT PT 

. Atill, PRESSURE 

. SPHING.CCMfhESSION 


2 
2 




- 70 

- 71 

- 71A 


2602102 

2602103 

257189 


. BRACKET, PIVOT SUPECRT 
. DliACKET 
. NUT ,8-32 


2 
2 

4 




- 72 


2566604 


. SCREW. NI PLATE. BD HD . 10 -3 2. 0. 3 1 2LG ATT PT 


4 




- 73 

- 74 


2566647 
55901 


. WASHEE,N1 PLATE, . 203 ID, . 4380D ATT PT 
. WASHER, LOCK-ET 0. 1 6 8IE, . 38 10D ATT PT 


4 
4 
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FIGURE 7. CONSOLE FILE ASSEMBLY. SHEET 1 OF 3. INDEX NOS. 1-50A. SEE LIST 7, 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLE FILE ASM (FART 1 OF 3) 






7 - 


228C770 
226 077 1 


HEADER ASM,60HZ 
READER ASM. 50 HZ 


REF 




- 1 

- 2 


228C781 
357820 




FC5 NEXT HIGHER ASM SEE FIGURE 5 
HEAC/AHK ASM 
SC3EW .CAP. SOC HE, 4-40, 0.5C0LG ATT PT 


1 

1 




- 3 

- 4 

- 5 


2280525 

438541 

226C778 




. HEAE ASM, MAGNETIC 

. SCREW, BD IIC, 2-56, C. 438LG ATT PT 

. SCREW, INSULATOR ATT PT 


1 

2 
2 




- 6 

- 7 

- 8 


228C352 

436548 

2260452 




. C LA ICE, CABLE 

. SCREW, DD HD, 4-40,0. 188LG ATT PT 

CABLE ASM 


1 
1 
1 




- 9 

- 10 

- 11 


257189 
559C1 
38235 




NUT , HEX, 8- 32 ATT PT 
WASHER, LOCK, EI,0. 1 6 8IE, C . 38 1 OD ATT PT 
SCREW, BD HD, 6-32,0. 3 1 2LG ATT PT 


1 
1 

1 




- 12 

- 13 


2280328 
2280624 




ACCESS ASM 

FOR DETAIL PARTS SEE ITEM 51 
SCREW, ROUND HEAE.6-32.2.620LG ATT PT 


1 

4 




- 14 

- 15 

- 16 


2280410 
2123141 
22781C2 




CCNE ASM 

SCREW, BUTTON HEAD ATT PT 

SEEING, COMPRESSION 


1 
1 

1 




- 17 

- 18 

- 19 


22807C6 
2280711 
22607C7 




STUD, CENTER CCNE 

NUT, KNURLED, 10-32, 0.45OE . ATT PT 

PLUNGER, SPRING 


1 
1 
1 




- 20 

- 21 

- 22 


3020 90 
436550 
NC NO 




CCNNECTOR,RECE,ELEC-24 FEMALE CONTACTS 

SCREW, BD HD,4-40,0.500LG ATT PT 

EASE ELATE ASM 


1 
1 

'REF 




- 23 

- 25 


35739 
228C7C2 




FOE DETAIL PARTS SEE ITEM 89 
SCHEMED HE, 6-32,0. S38LG ATT PT 

. EACKFLATE ASM, 50HZ 


6 

1 




- 25 

- 26 

- 27 


228C299 

3225 50 
2278002 






-ACKFLATE ASM, 60HZ 

SCREW, BD HD,6-32, 0. 5C0LG ATT PT 
BELT, FLAT 


1 
1 
1 




- 28 

- 29 

- 30 


^280266 

2280578 

5677 






DRIVE HUB ASM 

SUFECET ASM 

SCREW, BD HD, 10-32, 0.750LG ATT PT 


1 
1 
2 




- 51 

- 32 

- 33 


56079 

228C664 
456S0 






WASHER, LOCK-ET 0.195IB C.410OD ATT PT 

JUMPER ASM , 

WASHER, 0.203 ID,0.438OD ATT PT 


2 
1 

2 




- 34 

- 34A 

- 35 


2280257 

332620 

2280298 






MOTOR ASM,50HZ 

SCREW, BD HE, 10-32,0. 500LG ATT PT 

PULLEY, DRIVE. 50HZ 


1 

4 
1 




- 36 

- 37 

- 37A 


186924 

2280290 

257189 






SCREW, CAP-FLUTED SOC HD, 4-40 , 0. 375LG ATI PT 

MOTOR. ASM,60HZ 

NUT, HEX, 8-32 AIT PT 


1 
1 

4 




- J7B 

- 37C 

- 36 


10<JC873 

22478 

2280274 






WASHER, LCCK, SPRING- . 1 68 ID, 0. 2960D ATT PT 
WASEER,0. 17ID, 0.37500,0. 32THK ATT PT 
PULLEY, DRIVE, 60HZ 


4 
4 




- 39 

- 43 


186924 
2280390 






SCREW, CAP-FLUTED SOC HD ,4-40 ,0. 375LG ATT PT 
ITEMS 78537-39 REPLACE ITEMS 78534-36 FOB 60HZ 

LAMP ASM 






- 43A 

- 43B 

- 43C 


436550 

2157318 

251970 






SCREW, ED HE,4-40,0.500LG ATT PT 

. CLIP 

. SCREW, MACH BD HD- 4-40 X 0.250 






- 43D 

- 43E 

- 4 3F 


438540 

47987 

2154086 






. . SCREW, MACH BD HD- 2-56 X 0.375 
. . NUT, PLAIN HEX- 2-56 X 187 FL W 
. . LAMP 






- 43G 

- 43H 

- 4 3J 


2280394 
2157315 
2280393 






. .' PIPE, LAMP ASM 

. . BRACKET 

. . SUPPORT ASM, PHOTO CELL 






- 45 

- 46 


2601568 
55726 






3RACKET, BUMPER 

SCREW, BD HE, 6-32,0. 188LG ATT PT 






- 47 

- 48 

- 49 


206529 

2280612 

38235 






BUMPER, RUBBER-FOB 0.188 HOLE 

BRACKET, STRIKER 

SCREW, 3D HD,6-32,0.312LG ATT PT 


2 




,- 50 
- 50A 


2280249 
1046S8 




I 


BACKELATE 
)OWEL PIN, 0.125 DIA,1.030LG 


1 
2 
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FIGUHS 7. CO NSC Lii FILE ASSiSiSJLY. SHEET 2 OF 3. INDEX NCS. 51-88. SEE LIST 7, 

7C 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLE FILE ASM (PAST 2 OF 3) 






7 - 


228C770 
228C771 


READER ASM,60HZ (CONTINUED) 
READER ASM.50HZ (CONTINUED! 


REF 
REF 




- 51 

- 52 

- 5 3 


2280328 

2280440 

25627 




ACCESS ASM 

. MOTOR ASM, ACCESS DRIVE 

. SCREW-3D HD. 8-32.0. 500LG ATT PT 






- 54 

- 55 

- 56 


22478 

2278185 

186924 




. WASHER, 0. 17ID,0.375OD,0.32THK ATT PT 

. COUPLING, FLEXIBLE 

. SCREW. CAP-FLUTED SOC HD . 4-40 . C . 375LG ATT PT 


2 




- 57 

- 58 

- 59 


228C7C9 

186924 

2154330 




. ADJUSTMENT ASM 

. SCREW, CAP-FLUTED SOC HD , 4-40 , 0. 375LG AIT PT 

. ACTUATOR 


2 




- 60 

- 61 

- 62 


228G317 

438542 

228G3C8 




. SWITCH 

. SCREW, BD HD, 2-56,0. 500LG 

. SCALE. TRACK LOCATION 






- 63 

- 64 

- 65 


438551 
228C3C9 
2280 314 




. SCREW, BD HD,4-40,0.625LG ATT PT 
. PLATE, NUT ATT PT 
. SPRING .CARRIAGE 






- 66 

- 67 

- 68 


436548 

228C33C 

322552 




. SCREW, BD HE, 4-40,0. 188LG ATT PT 

. TRANSDUCER ASM 

. SCREW, BE HE.6-32.0.875LG ATT PT 






- 6S 

- 70 

- 71 


228C3C9 

228C721 

35 53 69 




. PLATE, NUT ATT PT 

. PLATEN ASM 

. SCREW, SOC HD, 6-32,0.750LG ATT PT 






- 72 

- 73 

- 74 


5213276 

36235 

2122639 




. C LAME, CABLE 

. SCREW, 3D HD,6-32,0.312LG ATT PT 

. CLAME-CABLE 






- 75 

- 76 

- 77 


38235 

2280565 

3823E 




. SCREW, BD HD,6-32,0.312LG ATT PT 

. ACTUATOR ASM, PRESSURE PAD 

. SCREW, BD HD,6-32,0.312LG ATT PT 






- 76 

- 79 

- 80 


228C311 

J32747 

10170 




. SHAFT, CARRIAGE MTG 

. CLIP RETAINING ATT PT 

. SCREW, BD HD,6-32,0.250LG ATT PT 






- 81 

- 82 

- 83 


257966 
22803 15 
2278107 




. WASHER, C. 156ID,0.312OD ATT PT 

. LEAD SCREW 

. C LA ME, LEAD SCR 






- 84 

- 85 

- €6 


357260 
2280 36 5 
2280312 




. SCREW, SOCKET ATT PT 

CARRIAGE ASM 

SxYLUS 






- 37 

- 88 


186923 
2280281 




SCREW-CAP, SOC HD,4-40,0.250LG ATT PT 
HOUSING ASM 


2 
1 
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FIGURE 7. CONSOLE FILE ASSEMBLY. SKEET 3 OF 3. INDEX NOS. 89-112. SEE LIST 7. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CONSOLS FILE ASK (PAST 3 OF 3) 






7 - 


228C77J 
22 ; nTJ1 


RUACER ASi1, 60 HZ (CONTINUED) 
READER AS1-1.5GHZ (CCN'IINUECl 


REF 
REF 




- 09 

- 90 

- 91 


NC NO 
22802S7 
38235 






EaSEELAXE ASM 
RETAINER, CARD 
SCPE'w.EE HC. 6-32,0. 31 2LG ATT PT 


1 
1 
1 




- 92 

- 93 

- 94 


5662500 

2274833 

436567 






CARD SLT 

CCNNSCTCR 

SCREW.UNDRCT.ED HC.6-32.1 .OCOLG ATT PT 


1 
1 

2 




- 95 

- 96 

- 97 


2278C9C 

37913 

338169 






TRANSISTOR ASM 

NUT-HEX, 4-40 ATT PT 

WAShER.LOCK.EI.D. 115ID.C. 260OD ATT FT 


2 

4 
4 




- 98 

- 99 
-100 


436551 
30 20 9,3 
436550 






SCREW, BD ilC, 4-40,0. 625LG ATT PT 
. CCiNNEC'ICR,RECE',ELEC-24 FEMALE CONTACTS 

SCREW, BD liE, 4-40.0. 500LG ATT PT 


4 
1 
1 




-10 1 
-102 
-103 


257189 
2278074 
2278C73 






NUT, HEX, 8-32 ATT PT 
WASHER, 0. 17ID,0. 96OD,C.032THK ATT ET 
CCLLAR.HMDER.SNU13BING 


4 
4 
4 




-104 
-105 
-106 


2276C74 

436569 

2280710 






DASHER, G. 17ID,0.88OD,C.032IHK ATT PT 
SCREW, £E HC,8-32, 1. 500LG ATT PT 
MOUNTING. MULTIPLANE 


4 
4 
1 




-107 
-1C8 
-109 


1C170 

228C710 

10170 






SCREW, BC HD,6-32,0.250LG ATT PT 

MOUNTING, MULTIPLANE 

SCREW, EC 1IE.6-32.0.250LG ATT PT 


2 
1 
■> 




-110 
-1 11 
-112 


2276072 

10170 

2 2 80248 






.1CUN II NG, MULTIPLANE 

SCREW, EC HC,6-32,G.250LG ATT PT 

BASEPLATE 


2 
4 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






i 
ROLLER BLIND ASM (PART 1 OF 2) (MACHINES WITHOUT EC391437) 






8 - 


NC NO 


ROLLER BLIND ASSEMBLY 

FCR NEXT HIGHER ASM SEE FIGURE 5-166 


REF 




- 1 

- 1 

- 2 

- 3 


2605953 
4140476 
2601656 
2601976 


. SCREEN 

. SCREEN (USED ON MODEL 3) 

. ADHESIVE TAPE ATT PT 

. DIFFUSER 


1 

1 
1 

1 




- 4 

- 5 

- 6 


58207 

2601974 

562C7 


. SCREW, UNDRCT,BD HD , 8-32 , 0. 250LG ATT PT 

. BRACKET 

. SCREW. UNDRCT.BD HD . 8-32 . . 2 50LG ATT PT 


4 
4 
4 




- 7 

- 8 

- 9 


2601511 

38443 

1202192 


. BEARING 

. SCREW, FL HD,6-32,0.312LG ATT PT 

. PULLEY 


2 
4 
1 




- 10 

- 11 

- 12 


257969 
2601629 
2601520 


. SETSCREW, FLUTED SOC 6-32, 0. 125LG, CUP PT ATT PT 

. W AS HER, 0.87OD, 0.31510,0.0 62 5THK 

. WASHER.L0CK.SERING.0.35 3ID.0.870OD 


2 
1 
1 




- 13 

- 14 

- 15 


26C1627 
2601516 
2601534 


. WASHER, 2. 00COD,G.316ID 0.032THK 

. SPRING 

. SHAFT, UPPER 


1 
1 

1 




- 16 

- 17 

- 18 


2601529 

251015 

2605681 


. DRUM ASM, UPPER 
. CLIP, RETAINING 
. BEARING 


1 
1 
2 




- 19 

- 19A 

- 20 


55726 

56722 

1202192 


. SCREW, BD HD, 6-32,0. 188LG ATT PT 
. WASHER, LOCK, ET, 0. 14 1ID, 0. 32 COD, 0. 022THK ATT PT 
. PULLEY 


4 
4 

1 




- 21 

- 22 

- 23 


257969 
2601520 
2601535 


. SETSCREW, FLUTED SOC 6-32,0. 125LG CUP PT ATT PT 
. WASHER, SPRING, . 353ID ,0 . 870D 
. SHAFT. LOWER 


2 
1 
1 




- 24 

- 25 

- 26 


364156 
2601530 
2404492 


. BELT 

. DBUM ASM,IOWEE 

. PRISM BRACKET 


1 
1 
1 




- 27 

- 29 

- 30 


472729 
2(04493 
2601538 


. SCREW, BD HE, 4-40,0. 375LG ATT PT 
. BUSH, ECCENTRIC ATT PT 

. LEVER 


2 
2 
1 




- 31 

- 32 

- 33 


2601628 

38443 

2601541 


. WASHER 

. screw, el hd, 6-32,0. 312lg att pt 
. bracket: 


1 
1 
1 




- 34 

- 35 


1C170 
2601526 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. SUPPORT ROLLER 


2 
1 
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FIGURE 8. EOLLEE BLIND ASSEHBLY. MACHINES H/G EC 391437. SHEET 2 OF 2. INDEX NOS. 36-56. SEE LIST 8, 
76 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






SOLLEK BLIND ASSEMBLY (PAKT 2 OF 2) (MACHINES WITHOUT EC391437) 






8 - 
- 36 


NC NO 
2604517 




{CLLEH BLIND ASSEf.BLX (CONTINUED) 
SENSING DEVICE SSJI 


REF 
1 




- 37 

- 30 

- 38A 


2391121 
2122039 
26C 1525 




. LAME 

. SOCKET, (12 LAMP) 

. SOCKET (6 LAMP) 


18 
1 
1 




- 39 

- 40 

- 40A 


2 122041 
2602303 
2605692 




. CLIP ATT PT 

. DIFFUSEK 

. SPRING CLIP 


5 
1 
1 




- 41 

- 42 

- 43 


2605721 

2 6C56SS 
26C449E 




. BLOCK, LAMP 

. LAME 

. LAME ASM 


1 

4 
3 




- 44 

- 44A 

- 45 


555415 
2604497 
2 6044 95 




. LAMP ASK 
. BUSH 
. STRAP 


1 

4 

1 




- 46 

- 47 

- 46 


132767 

26C4500 
26C4501 




. HKSISTOU,FXE- 16 OHMS 1W 
. CAKD ASM, PC 
. CLAKE 


2 
1 

1 




- 49 

- 50 

- 51 


1091173 

26L4499 

216128 




. SCREW, FL HD, 4-40,0.625LG ATT PT 
. SPACZU ATT PT 
. NUT, LOCK. 4-40 ATT PT 


2 
2 

2 




- 52 

- 5 3 

- 54 


37913 

302C9C 
2604494 




. NUT-HEX, 4-40 ATT PT 
. CCI'H;ECTGE,RECE,ELEC,24 FEMALE CONTACTS 
. STRIP, MABKES 


2 
2 

1 




- 55 

- 56 


436549 
2604496 




. SCREW, ED HE, 4-40,0. 438LG ATT PT 
. BRACKET, LAME 


2 
1 
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FIGURE 8A. FCLLEB BLIND ASSEMBLY. MACHINES WITH EC 391H37. SEE LIST 8A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






ROLLER BLIND ASSEMBLY (MACHINES WITH EC 391437) 






aA- 


26C59S6 


ROLLER ULIND ASSEMBLY 

FOB NEXT HIGHER ASSEMBLY SEE FIGURE 5 






- 1 

- 2 


26C5953 
2601656 
2 6C60 30 


. SCREEN 

. ACiiESJVE l'APE AIT PT 

. LAMP HOLDER BRACKET 


1 

AR 
1 




- 3A 

- 3B 

- 4 


2605957 
1C73413 
2391121 


. SCREW, KNURLED EXTEND HD , 6-32, . 380LG ATT PT 
. CLIP,C.094ID,C.230D,0.015THK ATT PT 
. L A rt P 


2 

2 

18 




- 5 

- 6 

- 7 


2122039 
2601525 
2 122011 


. SOCKET, 12 LAMP 

. SOCKET, 6 LAMP 

. CLIP ATT PT 


1 
1 
5 




- 8 

- 9 

- 10 


2605979 

55726 

26C5961 


. LAMP CCVEE 

. SCREW, BD HD, 6-32,0. 188LG ATT PT 

. LAME ASM 


1 

2 

1 




- 11 

- 13 


26C5973 
1C17C 


ASSEMBLY COMPONENTS ARE NOT REPLACEABLE 
. CLAMP 
. SCREW, BD HD.6-32.G.250LG ATT PT 


1 

2 




- 14 

- 15 


26C59e3 
436549 


. RETAINER ASM 

ASSEMBLY COKPCNENTS ARE NOT REPLACEABLE 
. SCREW, ED HD.4-40. 0. 438LG ATT PT 


1 
1 




- 16 

- 17 

- 18 


257966 
26C5962 
26C6461 


. WASHER, 0. 156ID,0.312OD,0.035THK ATT PT 

. DIFFUSER 

. SCREW .SHOULDER. 6-32.0. 1 96DI A -0. 344LG ATT PT 


1 
1 
7 




- 19 

- 19A 

- 20 , 


2606426 
45690 
1G170 


. WASHER, COMPRESSIONS. 2ID,C. 42OL,0. 13THK ATT PT 
. WASHER, 0. 203IE,U. 4380D, . G32THK ATT PT 
. SCREW, BD HD.6-32.C.250LG ATT PT 


2 
2 

•> 




- 21 

- 22 

- 23 


2605975 

36235 

257966 


. LENS 

. SCREW, BD HD, 6-32,0. 312LG ATT PT 

. WASHER, 0. 15oIE,0.312OD.0.035THK AIT PT 


1 
2 

2 




- 24 

- 25 

- 26 


436533 

26C5963 

38442 


. SCREW, ED HD,2-56,0.250LG ATT PT 

. BRACKET 

. SCREW, PL? HD,6-32,0.250LG ATT PT 


3 
1 
2 




- 27 

- 28 

- 29 


257167 
257966 
438573 


. NUT, HEX, 6-32 ATT PT 
. WASHER,0. 156ID,C.312OD,0.035THK ATT PT 
. SCREW, FLT HD,6-32,0.438LG ATT PT 


2 
2 
2 




- 30 

- 31 

- 32 


302C9C 
302131 
436550 


. TERMINAL BOARD 

. INSULATING STRIP 

. SCREW, BD HD,4-40,G.500LG ATT PT 


2 
2 
2 




- 33 

- 34 

- 35 


2605965 

38235 

2605964 


. BLOCK 

. SCREW, BD HD,6-32,0.312LG ATT PT 

. BRACKET 


1 
2 
1 




- 36 

- 37 

- 38 


257187 
257986 
436573 


. NUT, HEX, 6-32 ATT PT 
. WASHER, 0. 156IE,C.312OD,0.035THK ATT PT 
. SCREW, FLT HD,6-32,0.438LG ATT PT 


2 
2 
2 




- 39 

- 40 

- 41 


2601538 

2601628 

38443 


. LEVER 

. BUSH 

. SCREW, FLT HD,6-32,0.312LG ATT PT 


1 
1 
1 




- 42 

- 43 

- 44 


2605969 

38443 

1202192 


. BEARING 

. SCREW, FLT HD,6-32,0.312LG ATT PT 

. PULLEY 


2 
4 
1 




- 45 

- 46 

- 47 


257969 
2601520 
2605976 


. SETSCREW, FLUTED SOC, 6-32,0. 125LG ATT PT 
. WASHER,BOWED,0.34 3ID,0.87COD,0.005THK 
. WASHER,0.316IE,2. 1 40OD, 0. 032THK 


2 
1 
1 




- 48 

- 49 

- 50 


2605971 
2605967 
2605966 


. SPRING 
. SHAFT 
. ROLLER 


1 
1 
1 




■- 51 

- 52 

- 53 


251015 

26C5970 

38443 


. CLIP RETAINING, 0. 243ID, 0. 50COD, 0. 025THK 

. BEARING 

. SCREW, FLT HD,6-32,0.312LG ATT PT 


1 
2 

4 




- 54 

- 55 

- 56 


1202192 
257969 

364156 


. PULLEY 

. SETSCREW, FLUTED SOC, 6-32, 0. 12 5LG ATT PT 

. BELT 


1 

2 
1 




- 57 

- 58 

- 59 


2601520 
2605976 
2605968 


. WASHER,BOWED,0.34 3IE,0.87COD,0.005THK 
. WASHER,0.316ID,2. 140OD, 0. 032THK 
. SHAFT 


1 
1 
1 




- 60 

- 61 

- 62 


2605966 

220929 

2605972 


. ROLLER 
. CHANNEL 
. SUPPORT 


1 

AR 

1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






'A' GATE ASSEMBLY 






9 - 


2598643 NP 


'A' GATE ASSEMBLY 

FOR NEXT HIGHER ASSEMBLY SEE FIGURE 2-18 


REF 




- 1 

- 2 

- 4 


819012 

5350006 

819431 


. COVER ASM, DUMMY 

. SCREW ATT PT 

. COVER ASM, DUMMY 


AR 
AR 
AR 




- 5 

- 5A 

- 6 


731626 
257986 
HO NO 


. SCREW, SELF TAP-6-32 , . 250LG ATT PT 
. WASHER, 0.156ID,0. 31 20D ATT PT 
. BOARD ASM 


AR 
AR 
AR 




- 7 

- a 

- 9 


2637564 

2637567 

731626 


. . COVER ASM-CARD (2 HI GATE) 

. . BRACKET-CARD COVER 

. . SCREW ATT PT 


AR 
AR 
12 




- 10 

- 11 

- .12 


817398 
818579 
817388 


. . HOLDER, CAPACITOR 

. . LABEL 

. . CAPACITOR ASM 


AR 
AR 
AR 




- 13 

- 14 

- 15 


817393 

817394 

2457745 


. . GUIDE, UPPER 
. . GUIDE, LOWER 
. . SCREW, SELF TAP,FIL HD, 6-32 , 1 0. 00LG ATT PT 


AR 
AR 
AR 




- 16 

- 17 

- 18 


817395 
2181005 
2181088 


. . SPACER 

. . SCREW, SELF TAPPING, 6-32 , . 375LG ATT PT 

. . SCREW, HEX, SOC 6-32,0.875LG ATT PT 


AR 
AR 
AR 




- 19 

- 20 

- 21 


22066 
2181088 
1573500 


. . WASHER, 0.1 40ID,0.281OD ATT PT 
. . SCREW, HEX, SOC 6-32,0. 875LG ATT PT 
. COOLING UNIT ASM.60HZ-PCB 


AR 
6 
3 




- 21 

- 21 


1993581 
1574800 


. COOLING UNIT ASM,50HZ 

. COOLING UNIT ASM, 60HZ-NON PCB 

COMPONENT PARTS NOT REPLACEABLE 


3 
3 




- 21A 

- 21B 


28413 
1573513 


. SCREW, BD HD, 10-32, 0.312LG ATT PT 
. FILTER 

USED ON 1573500 AND 1574800 ASM 


9 
1 
1 




- 21B 

- 22 


1994488 
1993822 


. FILTER 

USED ON 1993581 ASM 
. ADAPTER ASM 


1 
1 
3 




- 22A 

- 23 

- 24 


28413 
5476348 
2566604 


. SCREW, BD HD, 10-32,0. 31 2LG ATT PT 

. JUMPER METAL 

. SCREW, NI PLATE, BD HD, 1 0-32, 0. 312LG ATT PT 


9 
1 
1 




- 24A 

- 25 

- 26 


2574805 
2598569 
2599003 


. WASHER, NI PLATE, LOCK, ET, 0. 1 95ID, 0. 3950D ATT PT 

. GATE LATCH 

. SCREW, SPECIAL ATT PT 


1 
1 
2 




- 27 

- 28 

- 29 


255939 

3960 

2598590 


. BUMPER, GATE A 

. NUT, HEX, 0.250-20 ATT PT 

. BRACKET, GLIDE 


1 
1 
1 




- 31 

- 32 

- 33 


56079 
438601 
332620 


. WASHER, LOCK, ET 0.195ID 0.410OD ATT PT 
. SCREW, UNDRCT,BD HD, 1 0-32, . 875LG ATT PT 
. SCREW, BD HD,10-32,0.500LG ATT PT 


4 
2 
2 




- 35 

- 36 

- 37 


2598591 

2179 

5501993 


. GLIDE 

. SCREW, FL HD,8-32,0.625LG ATT PT 

. THERMAL SWITCH, 122 F, N/C 


1 
2 

3 




- 37A 

- 38 

- 39 


2607131 

5502007 

10170 


. RETAINER 

. CLIP, THERMAL SWITCH 

. SCREW, BD HD,6-32,0.250LG ATT PT 


3 
3 
3 




- 40 

- 41 

- 42 


255939 

3960 

1993073 


. BUMPER-GATE A 

. NUT, HEX, 0.250-20 ATT PT 

. BRACKET 


1 
1 
1 




- 43 

- 44 

- 45 


186759 
5499901 
5499900 


. SCREW, BD HD,8-32,0.312LG ATT PT 
. PIN RETAINING 
. CLAMP ASM 


2 
5 
5 




- 46 

- 47 

- 48 


34512 

2598397 

38686 


. SCREW-BD HD,8-32,0.375LG ATT PT 

. HINGE BRACKET, UPPER 

. SCREWjSLOTTED HEX HD,0. 250-20, 0. 500LG ATT PT 


10 
1 

4 




- 49 

- 50 

- 51 


76574 

2598398 

38686 


. WASHER, LOCK, ET 0. 267ID, 0. 51 0OD ATT PT 

. HINGE BRACKET, LOWER 

. SCREW, SLOTTED HEX HD, 0. 250-20 , 0. 500LG ATT PT 


4 
1 
4 




- 52 

- 53 

- 54 


76574 

5319909 

10170 


. WASHER, LOCK, ET 0. 267ID, 0. 51 0OD ATT PT 

. COVER, TERM BLOCK 

. SCREW, BD HD,6-32,0.250LG ATT PT 


4 
AR 
AR< 




- 55 

- 56 

- 57 


323836 

5318920 

210883 


. BLOCK-TERMINAL 

. STRIP, MARKER 

. STUD-SHIELD MTG, TAPPED, 6-32 ATT PT 


AR 
AR 
AR 




- 58 

- 59 

- 60 


522550 
36109 
76574 


. SCREW, BD HD, 6-32,0. 5 00LG ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER, LOCK, ET 0. 267ID, 0. 51 0OD ATT PT 


AR 
AR 
AR 




- 61 

- 62 

- 63 


634786 

815151 

2598910 


. SPACER 

. SCREW, BD HD,8-32,0.375LG ATT PT 

. JUMPER ASM 


AR 
AR 
AR 




- 63a 

- 64 


2598909 
2598908 


. JUMPER ASM 

. STUD,8-32UNC TO 0.25-20UNC 


AR 
AR 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


9-65 
- 66 


2598911 
816744 


. JUMPER ASM 

. TERMINAL BLOCK 


AR 
AR 




- 66A 

- 67 

- 68 


332620 

2598947 

313649 


. SCREW, BD IID,10-32,0.500LG ATT PT 
. CAPACITOR ASM 
. CLAMP, CABLE 


AR 
2 
2 




- 69 

- 70 

- 71 


186759 
2600805 
5298120 


. SCREW, BD HD,8-32,0.312LG ATT PT 

. PLATE, INSULATING 

. BRACKET, BUS MOUNTING 


2 

2 

AR 




- 72 

- 73 

- 74 


811426 

2129550 

818831 


. SCREW, BD HD,6-32,0.375LG ATT PT 
. WASHER, 0.156ID,0. 31 20D ATT PT 
. BRACKET, STAND OFF 


AR 

2 

11 




- 74A 

- 75 

- 76 


818917 
811426 
322551 


. SPACER PAD 

. SCREW, BD IID,6-32,0.375LG ATT PT 

. SCREW, BD HD,6-32,0.750LG ATT PT 


11 
11 
11 




- 77 

- 78 

- 79 


5373223 

815039 

5356580 


. NUT, 4-40 ATT PT 
. WASHER, 0.125ID,0.250OD ATT PT 
. SCREW, BD IID,UNDRCT,4-40,0.5LG ATT PT 


AR 

AR 
AR 




- 80 

- 81 

- 82 


811742 

811426 

2129550 


. SUPPORT 

. SCREW, BD HD,6-32,0.375LG ATT PT 

. WASHER, 0.156ID,0. 3 120D ATT PT 


AR 
AR 
AR 




- 83 

- 84 

- 85 


2606621 
2599089 
2599090 


. BUS LAMINAR ASM. 
. BUS LAMINAR ASM 
. BUS LAMINAR AS.". 


1 
1 
1 




- 86 

- 87 

- 88 


2599123 
5298119 
5476816 


. BUS LAMINAR ASM 

. PAD 

. QUADARM 


1 

AR 
123 




- 89 

- 90 

- 92 


2605788 
5350006 
2598515 


. BRACKET ASM. 

. SCREW, SELF TAP, HEX WSHR HD, 6-32 , 0. 250LG ATT PT 

. 'A' GATE 


1 
3 
1 
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FIGURE 9A. 'A' GATE ASSEMBLY-MODEL 3. SEE LIST 9A. 
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FlGURE- 

INDEX 

NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






'A' GATE ASSEMBLY-MODEL 3 






9A- 


4142000 NP 


'A' GATE ASSEMBLY 

FOR NEXT HIGHER ASSEMBLY SEE FIGURE 2-18 


REF 




- 1 

- 2 

- 6 


819012 
5350006 
NO NO 


. COVER ASM, DUMMY 

. SCREW ATT PT 

. BOARD ASM 


AR 
AR 
AR 




- 7 

- 8 

- 9 


2637564 
2637567 
5350006 


. . COVER ASM-CARD (2 HI GATE) 

. . BRACKET-CARD COVER 

. . SCREW ATT PT 


AR 
AR 
12 




- 10 

- 11 

- .12 


817398 
818579 
817388 


. . HOLDER, CAPACITOR 

. . LABEL 

. . CAPACITOR ASM 


AR 
AR 
AR 




- 13 

- 14 

- 15 


817393 

817394 

2457745 


. . GUIDE, UPPER 
. . GUIDE, LOWER 
. . SCREW, SELF TAP,FIL HD, 6-32, 1 0. 00LG ATT PT 


AR 
AR 
AR 




- 16 

- 17 

- 18 


817395 
2181005 
2181088 


. . SPACER 

. . SCREW, SELF TAPPING, 6-32 ,0. 375LG ATT PT 

. . SCREW, HEX, SOC 6-32.0.875LG ATT PT 


AR 
AR 
AR 




- 19 

- 20 

- 22 


22066 
2181088 
1993822 


. . WASHER,0.140ID,0.281OD ATT PT 
. . SCREW, HEX, SOC 6-32,0. 875LG ATT PT 
. ADAPTER ASM 


AR 
6 
3 




- 22A 

- 23 

- 24 


28413 
5476348 
2566604 


. SCREW, Bb HD, 10-32,0. 3 12LG ATT PT 

. JUMPER METAL 

. SCREW, NI PLATE, BD HD, 1 0-32, 0. 31 2LG ATT PT 


9 
1 
1 




- 24A 

- 25 

- 26 


2574805 
2598569 
2599003 


. WASHER, NI PLATE,LOCK,ET,0.195ID,0.395OD ATT PT 

. GATE LATCH 

. SCREW, SPECIAL ATT PT 


1 
1 
2 




- 27 

- 28 

- 29 


255939 

3960 

2598590 


. BUMPER, GATE A 

. NUT, HEX, 0.250-20 ATT PT 

. BRACKET, GLIDE 


1 
1 
1 




- 31 

- 32 

- 33 


56079 
438601 
332620 


. WASHER, LOCK, ET 0.195ID 0.410OD ATT PT 
. SCREW, UNDRCT,BD HD, 1 0-32 ,0 . 875LG ATT PT 
. SCREW, BD HD, 10-32, 0.500LG ATT PT 


4 
2 
2 




- 35 

- 36 

- 37 


2598591 

2179 

5501993 


. GLIDE 

. SCREW, FL HD,8-32,0.625LG ATT PT 

. THERMAL SWITCH, 122 F, N/C 


1 
2 
3 




- 37A 

- 38 

- 39 


2607131 

5502007 

10170 


. RETAINER 

. CLIP, THERMAL SWITCH 

. SCREW, BD HD,6-32,0.250LG ATT PT 


3 
3 
3 




- 40 

- 41 

- 42 


255939 

3960 

1993073 


. BUMPER-GATE A 

. NUT, HEX, 0.250-20 ATT PT 

. BRACKET 


1 
1 
1 




- 43 

- 44 

- 45 


186759 
5499901 
5499900 


. SCREW, BD HD, 8-32,0. 31 2LG ATT PT 
. PIN RETAINING 
. CLAMP ASM 


2 

5 
5 




- 46 

- 47 

- 48 


34512 

2598397 

38686 


. SCREW-BD HD,8-32,0.375LG ATT PT 

. HINGE BRACKET, UPPER 

. SCREW, SLOTTED HEX HD,0 . 250-2 0, 0.500LG ATT PT 


10 
1 

4 




- 49 

- 50 

- 51 


76574 

2598398 

38686 


. WASHER, LOCK, ET 0. 267ID, . 51 0OD ATT PT 

. HINGE BRACKET , LOWER 

. SCREW, SLOTTED HEX HD, 0. 250-20, 0. 500LG ATT PT 


4 
1 
4 




- 52 

- 53 

- 54 


76574 

5319909 

10170 


. WASHER, LOCK, ET 0. 267ID, . 51 0OD ATT PT 

. COVER, TERM BLOCK 

. SCREW, BD HD,6-32,0.250LG ATT PT 


4 
AR 
AR' 




- 55 

- 56 

- 57 


323836 

5318920 

210883 


. BLOCK-TERMINAL 

. STRIP, MARKER 

. STUD-SHIELD MTG, TAPPED, 6-32 ATT PT 


AR 
AR 
AR 




- 58 

- 59 

- 60 


322550 
36109 
76574 


. SCREW ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER, LOCK, ET 0. 267ID, . 51 0OD ATT PT 


AR 
AR 
AR 




- 61 

- 62 

- 63 


634786 

815151 

2598910 


. SPACER 

. SCREW, BD HD,8-32,0.375LG ATT PT 

. JUMPER ASM 


AR 
A? 
AR 




- 63A 

- 64 


2598909 
2598908 


. JUMPER ASM 

. STUD,8-32UNC TO 0.25-20UNC 


AR 
AR 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


9A- 65 
- 66 


2598911 
816744 


. JUMPER ASM 

. TERMINAL BLOCK 


AR 
AR 




- 66A 

- 67 

- 68 


332620 

2598947 

313649 


. SCREW, BD IID,10-32,0.500LG ATT PT 
. CAPACITOR ASM 
. CLAMP, CABLE 


AR 
2 
2 




- 69 

- 70 

- 71 


186759 
2600805 
5298120 


. SCREW, BD HD,8-32,0.312LG ATT PT 

. PLATE, INSULATING 

. BRACKET, BUS MOUNTING 


2 
2 

AR 




- 72 

- 73 

- 71 


811426 

2129550 

818831 


. SCREW, BD 1ID,6-32,0.375LG ATT PT 
. WASHER, 0.156ID,0. 31 20D ATT PT 
. BRACKET, STAND OFF 


AR 

2 

11 




- 74A 

- 75 

- 76 


818917 
811426 
322551 


. SPACER PAD 

. SCREW, BD IID,6-32,0.375LG ATT PT 

. SCREW, BD HD,6-32,0.750LG ATT PT 


11 
11 
11 




- 77 

- 78 

- 79 


5373223 

815039 

5356580 


. NUT, 4-40 ATT PT 
. WASHER, 0.125ID,0.250OD ATT PT 
. SCREW, BD IID,UNDRCT,4-40, 0.5LG ATT PT 


AR 
AR 
AR 




- 80 

- 81 

- 82 


811742 

811426 

2129550 


. SUPPORT 

. SCREW, BD HD,6-32,0.375LG ATT PT 

. WASHER, 0.156ID,0. 3 120D ATT PT 


AR 
AR 
AR 




- 83 

- 84 

- 85 


4140868 
2599089 
2599090 


. BUS LAMINAR ASM 
. BUS LAMINAR ASM 
. BUS LAMINAR ASM 


1 
1 
1 




- 86 

- 87 

- 88 


2599123 
5298119 
5476816 


. BUS LAMINAR ASM 

. PAD 

. QUADARM 


1 

AR 

123 




- 89 

- 90 

- 91 


4140649 
819431 
731626 


. GATE 

. COVER ASM, DUMMY 

. SCREW, SELF TAP-6-32 ,0 . 250LG ATT PT 


1 

AR 
AR 




- 92 


257986 


. WASHER, 0.156ID,0.312OD ATT PT 


AR 
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FIGURE 10. 'B' GATE ASSEMBLY. SHEET 1 OF 2 . INDEX NOS. 1-5 3A. SEE LIST 10. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






•fl' GATE ASSEMBLY (PAfiT 1 OF 2) 






10 - 


25S8644 NP 


•B« GATE ASSEMBLY 

FOE NEXT HIGHER ASSEMBLY SEE FIGURE 2-19 


REF 




- 1 

- 2 

- 3 


2601731 

186759 

2601044 


. COVER 

. SCREW, BD HD, 8-32,0. 312LG ATT PT 

. BAFFLE ASK 






- 4 

- 5 

- 6 


582C7 

2601046 

56207 


. SCREW, UNDHCT/BD HB,8-32 , .250LG ATT PT 

. BAFFLE ASH 

. SCREW, 0NDRCT.BD HD .8-32 ,0. 250LG ATT PT 






- 7 

- 8 

- 9 


5318920 
323836 
322550 


. STRIP, MARKER 

. TERMINAL BLOCK 

. SCREW, BD HD,6-32,0.500LG ATT PT 






- 10 

- 11 

- 12 


126036 
322766 
322550 


. MARKER STRIP, INSULATING 

. TERMINAL ELOCK 

. SCREW, BD HD,6-32.0.500LG ATT PT 






- 13 

- 14 

- 15 


2598911 

615151 

260C802 


. JUMFEE ASM 

. SCREW BD HD,8-32,0.375LG ATT PT 

. JUMPER 






- 16 

- 17 

- 18 


5298103 

36109 

857438 


. SCREW, BD HD,UNDBCT, 10-32, 0.375LG ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER, LOCK, WAVY, 0. 265ID, 0. 500OD ATT PT 






- 19 

- 20 

- 21 


634766 

25989C8 

361C9 


. SPACER ATT PT 
. STUD,8-32UNC TO 0.25-20UNC ATT PT 
. NUT, HEX, 0.250-20 ATT PT 






- 22 

- 23 

- 24 


657438 

634766 

25S8909 


. WASHER, LOCK, WAVY, 0. 265ID, 0. 500OD ATT PT 
. SPACER ATT PT 
. JUMPER ASM 






- 25 

- 26 

- 27 


815151 

361C9 

857436 


. SCREW BD HD,8-32,0.375LG ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER,LOCK,WAVY,0.265ID,0.500CD - ATT PT 


2 




- 28 

- 29 

- 30 


634766 

2598910 

815151 


. SPACER ATT PT 

. JUMPER ASM 

. SCREW, BD HB, 8-32,0. 375LG ATT PT 


3 




- 31 

- 32 

- 33 


616744 
332620 
615151 


. TERMINAL BLOCK 

. SCREW, SELF TAPPING, 10-32, 0. 625LG ATT PT 

. SCREW, BD HD,8-32,0.375LG ATT PT 


2 

2 

14 




- 34 

- 35 

- 36 


2601038 
2601037 
2601037 


. CAPACITOR ASM, 6 PACK 
. CAPACITOR ASM, 6 PACK 
. CAPACITOR ASM, 6 PACK 






- 37 

- 38 

- 39 


2601037 
2601036 
2601C36 


. CAPACITOR ASM, 6 PACK 
. CAPACITOR ASM, 4 PACK 
. CAPACITOR ASM, 6 PACK 






- 40 

- 41 

- 42 


2601037 
2601037 
2601037 


. CAPACITOR ASM, 6 PACK 
. CAPACITOR ASM, 6 PACK 
. CAPACITOR ASM, 6 PACK 






- 43 

- 44 

- 45 


2601036 

438589 

2601039 


. CAPACITOR ASM, 4 PACK 

. SCREW, BD HD, 8-32,1. 500LG ATT PT 

. SPACER ATT PT 


10 
10 




- 46 

- 46A 

- 47 


2601733 
2601729 
2601735 


. SHAFT, THREADED ATT PT 

. SPACER 

. PLATE, FIXING 


4 
4 
2 




- 48 

- 49 

- 50 


260C795 
5298103 
52S8053 


. JUMPER, BUSBAR 

. SCREW, BD HD,UNDRCT, 10-32,0. 375LG ATT PT 

. TERMINAL ELOCK 


9 

42 

2 




- 51 

- 52 

- 53 


257189 

55901 

2601040 


. NUT, HEX, 8-32 ATT PT 
. WASHER, LOCK-ET,0.168IB,0.3810D ATT PT 
. TUB 


4 
4 
2 




- 53A 


4140710 


. JUMPER 


1 
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FIGURE 10. 'fl' GATE ASSEMBLY'. SHEET 2 OF 2. INDEX NOS. 51-134. SEE LIST 10. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






•B» GATE ASSEMBLE (PART 2 OF 2) 






10 - 

- sa 


2598644 HP 
819012 


•3' GATE ASSEMBLY (CONTINUED) 
. COVER ASM. DUMMY 


REF 
AR 




- 54A 

- 55 

- 55A 


731626 
819431 
731626 


. SCREW, SELF TAP, FAN HD,6-32, 0. 250LG ATT PT 

. COVER ASK, DUMMY 

. SCREW, SELF TAP, PAN HD ,6-32. 0. 250LG ATT PT 


AH 
AR 
AR 




- 56 

- 57 

- 57A 


818632 

818959 

535G006 


. COVER 

. BAFFLE 

. SCHEW.SELF TAP. HEX WSHR HE. 6-32 .0.250LG ATT PT 


AR 
AR 
AB 




- 58 

- 58A 

- 59 


618960 

53500C6 

318653 


. BAFFLE 

. SCi< EW, SELF TAP, HEX WSHH HC, 6-32 ,0.250LG AIT PT 

. HINGE BRACKET 


AR 
AB 
AR 




- 59A 

- 60 

- 60A 


535C006 

816634 

535GC06 


. SCREW, SELF TAP, HEX WSHR HC, 6-32, 0.250LG ATT PT 

. HINGE ERACKET 

. SCREW, SELF TAP. HEX WSHR HE. 6-32 . 0.250LG ATT PT 


AB 
AB 
AB 




- 61 

- 62 

- 63 


NC NO 

2637563 

2637567 


. BOARD ASM 

. . COVED ASM-CARE (3 HI GATE) 

. . BRACKET-CARD COVER 


AB 
AB 
AB 




- 63A 

- 64 

- 65 


535GLC6 

52981C9 

616579 


. . SCRES,SE1F TAF,HEX WSHR HD, 6-32,0. 250LG AIT PT 
. . HOLDER-CARD AND CAPACITOR 
. . MARKER STRIP 


AB 
AB 
AR 




- 67 

- 68 

- 69 


81S074 

2457745 

819C7C 


. . GUIDE, UPPER 

. . SCREW, SELF TAPPING, FL HE, 6-32, 1 . OOOLG ATT PT 

. . GUIDE, LOWER 


AB 
AB 

AR 




- 7C 

- 71 

- 72 


8190-/5 
2181CC5 
2457745 


. . SPACER 

. . SCREW, SELF 1APPI NG, 6-32 ,0. 375LG ATT PT 

. . SCREW, SELF TAf.FIL HD . 6-32, 1 . OOOLG ATT PT 


AB 
AB 
AR 




- 73 

- 75 

- 76 


22C66 
NC NO 
1993535 


. . WASHER, G. 14GID,0.2810D,0.025THK ATT PT 

. COOLING UNIT ASM 

. . COOLING UNIT ASM.50HZ 


AB 

AB 

1 




- 76 

- 76 


1993536 
1573502 


FOF DETAIL PARIS SEE FIGURE 13A 
. . COOLING UNIT ASM, 60 HZ- WT USE ONLY 

FOR DETAIL PARTS SEE FIGURE 1 3B 
. . COOLING UNIT ASfl,60HZ-PCB 

CCMPCNENT PARIS NOT REPLACEABLE 


1 
3 




- 76 

- 76A 

- 77 


1574802 

1573513 
28413 


. COOLING UNIT ASM, 60HZ-NON PCB 

COMPONENT PARTS NOT REPLACEABLE 
. FILTER 
. . SCREW, BD HE. 10-32, 0.312LG AIT PT 


3 

1 
3 




- 78 

- 79 

- 80 


1993102 

28413 

2598569 


. . ADAPTER ASM ' 

. . SCREW, BD HE, 10-32,0. 312LG ATT PT 

. BRACKET, GLIDE 


1 
3 
1 




- 83 

- 84 

- 85 


438601 

45690 

332620 


. SCREW, BD HD, 1 C-32, 0. 875LG AIT PT 
. WASHER, 0.203ID,0.438OD ATT PT 
. SCREW, ED HD,1C-32.0.500LG ATT PT 


1 
3 
2 




- 86 

- 87 

- 88 


2596591 

2179 

2601734 


. GLIDE 

. SCREW, FL HD,8-32,0.625LG ATT PT 

. BRACKET ASM 


1 
2 
1 




- 89 

- 90 

- 91 


562C7 

2604653 

25627 


. SCREW, UNDBCT,BD HE, 8-32 ,0. 250LG ATT PT 

. HANDLE 

. SCREW, UNDRCT,BD HC, 8-32 , . 5C0LG ATT PT 


2 
1 
2 




- 92 

- 93 


109C873 
5501993 


. WASHER, LOCK, SPRING- 0. 1 68ID, 0. 2 960D AIT PT 
. THEFMAL SWITCH, 122<>F, N/C 
AS SPECIFIES 


2 

3 




- 93 

- 9 3A 


5501994 
2 607121 


. . THERMAL SWITCH, 134»F, N/C 
AS SPECIFIED 

. RETAINER 


3 
3 




- 911 

- 95 

- 96 


2601667 

1017C 

255939 


. CLIP, THERMAL SWITCH 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. BUMPER-GATE A 


3 
3 
1 




- S7 

- 98 

- 99 


3960 

1993073 

166759 


. NUT, HEX,0. 250-20 AIT PT 

. BRACKET 

. SCREW, BD HE,8-32,0.312LG ATT PT 


1 
1 

2 




-100 
-101 
-102 


25S£570 

166759 

2598399 


. BRACKET ,GATE STCP 

. SCREW, BD HD,8-32,0.312LG ATT PT 

. HINGE BRACKET, UPPER 


1 
2 
1 




-103 
-104 
-105 


36844 
76574 
36844 


. SCREW, SLOTTED HEX HD, . 250-20, 0. 625LG ATT PT 
. WASHER, LOCK, ET 0. 267ID, 0. 510OD ATT PT 
. SCREW, SLOTTED HEX HD, . 250-20,0. 625LG ATT PT 


2 
2 
2 




-106 
-107 
-108 


76574 
54999C1 
54S9900 


. WASHER, LOCK, ET 0. 267IE, 0. 51 COD ATT PT 

. PIN RETAINING 
. CLAMP ASM 


2 
5 
5 




-10 9 
-110 
-111 


34512 

2603910 

34512 


. SCREW-BD. HD,8-32,0.375LG ATT PT 

. BRACKET 

. SCREW, ED HD,8-32,0.375LG AIT PT 


10 
3 
6 




-1 12 
-113 
-114 


529b1l8 

19944 

2181088 


. BAFFLE ASM 

. SCREW, BD HD,8-32,0.750LG ATT PT 

. SCREW, HEX, SOC 6-32,0. 875LG ATT PT 


8 
16 
16 




-11t> 
-115A 


25^6396 
36844 


. HINGE BRACKET, LOWER 

. SCREW, SLOTTED HEX HD, 0. 250-20, 0. 625LG AIT PI 


1 
2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


10 -115B 
-116 


76574 
2604S78 


. WASHER, LOCK, El 0.267 ID,0.510OE AIT PT 
. PLATE 


2 
1 




-116A 

-117 

-118 


34512 
58207 
36644 


. SCREW, DD HD, 8-32,0. 375LG ATT PT 
. SCREW, BE HD, 8-32,0. 250LG ATT PT 
. SCREW .SLOTTED HEX HD, 0. 250-20 . 0. 625LG ATT PT 


2 
2 
2 




-119 

-120 
-121 


76574 

5298120 

611426 


. WASHER, LOCK, ET 0. 267ID, . 51 0OD ATT PT 

. BRACKET, BUS MOUNTING 

. SCREW, PAN HD.6-32.0.375LG ATT PT 


2 
AB 
AR 




-122 
-123 
-124 


2129550 
5373223 
2129550 


. WASHER, 0. 156lE,0.312OD ATT PT 
. NUT, HEX, 4-40 ATT PT 
. WASHER. 0. 156ir.0.312OD ATT PT 


14 

AR 
AR 




-125 
-126 
-126 
-127 


5356580 
E2981C8 
4140265 
2129550 


. SCREW, SLOT BE HE, UNDRCT , 4-40, 0.500LG ATT PT 

. BRACKE1,BUS MTG 

. BRACKET, BUS MTG (USED ON MODEL 3) 

. WASHER, 0. 156IE.0.312OD ATT PT 


AR 
AR 
AR 

7 




-128 
-129 
-130 


811426 
2599127 
2599161 


. SCREW, PAN HD,6-32,0.375LG ATT PT 
. BUS, LAMINAE, ASM 
. BUS. LAMINAE. ASM 


7 
1 
1 




-131 
-132 
-133 


259S161 
5298119 
5476816 


. BUS, LAMINAR, ASM 

. PAD 

. QUADARM 


1 

2 
96 




-131 


2596516 


. 'B' GATE 


1 
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FIGURE 10A. "B» GATE ASSEttBL* CHANGES FOR FC 393085. SEE LIST 10A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






•B« GATE ASSEMBLY CHANGES FOR EC 393085 






10A- 


26C6871 


•B« GATE ASSEMBLY (MACHINES WITH EC 393085) 

FCE NEXT HIGHER ASSEMBLY SEE FIGURE 2-19 


REF 




- 1 

- 2 

- 3 


2601721 

166759 

2601C37 


. COVER 

. SCREW, BD HD,8-32,0.312LG ATT PT 

. CAPACITOR PACK 


REF 

REF 

2 




- U 

- 5 

- 6 


2601033 

438589 

2601039 


. CAPACITOR PACK 

. SCREW, BD HD,8-32, 1.500LG ATT PT 

. SPACES 


2 
4 

4 




- 7 

- 8 

- 9 


5298053 
2601729 
2601735 


. TERMINAL BLOCK 

. SPACER 

. PLATE FIXING 


REF 
REF 
REF 




- 10 

- 11 

- 11 

- 12 


2601040 
26C5676 
4140266 
2181088 


. TUB 

. CLAMP 

. CLAMP (USED ON MODEL 3) 

. SCREW, SELF TAE.HEX SOC HD . 6 -32 . 0. 875LG ATT PT 


REF 
1 
1 
2 




- 13 

- U 


2605720 
257167 


. BRACKEI ASM 

COMPONENT PARTS NOT REPLACEABLE 
. NUT, HEX, 6-32 ATT PT 


1 
2 




- 15 

- 16 

- 17 


62C21 

81693 

257966 


. WASHER, LOCK, IT, 0. 1 4 1ID, . 2950D ATT PT 
. SCREW, BD HD, 6-32,0. 375LG ATT PT 
. WASHER, 0. 156IE.0. 3120D ATT PT 


2 
2 
2 




- 18 

- 19 

- 19 

- 20 


48C755 
2607109 
4140280 

48C755 


. NYLON CHANNEL 

. BAFFLE 

. BAFFLE (USED ON MODEL 3) 

. NYLON CHANNEL 


AR 
1 

1 
AR 




- 21 

- 22 

- 23 


81 1426 

5526 

2605392 


. SCREW, SELF TAE,EAN HD,6-32, 0. 3 75LG ATT PT 
- SCREW, BD HD,8-32,0.625LG ATT PT 
. LAMINAR BUSBAR ASSEMBLY 


2 
2 
1 




- 24 

- 25 


5373223 
2129550 


COMPONENT PARIS NOT REPLACEABLE 
. NUT, BLACK OXIEE , HEX , 4-40 ATT PT 
. WASHER, BLACK CXIDE , . 156ID, . 3 120D ATT PT 


2 
4 




- 26 

- 27 

- 28 


5356580 
5298103 
NO NO 


. SCREW, ELACK CXIEE,BD HD , 4-40, 0.500LG ATT PT 
. SCREW, BD HD,UNDECT, 10-32, 0.750LG ATT PT 
. BOARD ASM 


2 
7 

REE 




- 29 

- 30 

- 31 


2457745 

22G66 

2605366 


. SCREW, SELF TAP,EIL HD, 6-32, 1 . C00LG ATT PT 
. WASHER, 0. 140IC,0.2810D ATT PT 
. CAPACITOR PACK 


REF 

REF 

2 




- 32 

- 33 

- 34 


25627 

3006C7 

2606452 


. SCREW, BD HD,8-32,0.5G0LG ATT PT 

. SPACER 

. CAPACITOR PACK 


2 
2 
1 




- 35 

- 36 

- 37 


25627 

3006C7 

5298103 


. SCREW, BD HD,8-32,0.500LG ATT PT 

. SPACER 

. SCREW, BD HD,UNDECT, 10-32, 0.375LG ATT PT 


1 
1 

8 




- 38 

- 39 

- 40 


2605678 

2605369 

5677 


. JUMPER 

. TERMINAL ELOCK 

. SCREW, BD HD,1C-32,0.750LG ATT PT 


3 
1 
2 




- 41 

- 42 


2605764 
611426 


. BAFFLE ASM 

COMPONENT PARTS NOT REPLACEABLE 
. SCREW, SELF TAP, PAN HDjjS-3 2, 0. 375LG ATT PT 


1 
2 




- 43 

- 44 

- 45 


5528 
759024 

332620 


. SCREW, BD HD,8-32,0.625LG ATT PT 

. STUD (USED ON MODEL 3) 

. SCREW.BD HD- 10-32 X 1.250 LG (USED ON MODEL 3) 


2 

3 
AR 




- 46 

- 46 


5298103 
332620 


. SCREW, BD HD-10-32 

. SCREW, BD HD- 10-32 X 1.250 LG (USED ON MODEL 3) 


1 
1 
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VIEW A 




FIGURE 11. 'C GATE ASSEMBLY WITHOUT EC 391245. SEE LIST 11. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






•C GA7L ASSEMBLY (MACHINES WITHOUT EC391245) 






11 - 


26CC854 


•C GA1E ASSEMBLY 

F03 NEXT HIGHER ASSEMBLY SEE FIGURE 2 


REE 




- 1 

- 2 

- 3 


819012 

1C170 

619421 


. COVER ASM, DUMMY 

. SCREW, BD HD,6-32,C.250LG ATT PT 

. CCVER ASK. DUMMY 


1 

4 
1 




- 4 

_ c 

- 6 


25748C6 
26CC846 
2566617 


. SCREW, NI PLATE, SELF TAP , 6-3 2 ,0. 38LG ATT PT 

. BRACKET 

. SCREW, NI PLATE. BD HD . 8-32 .0 . 375LG ATT PT 


4 
1 
2 




- 7 

- 8 

- 9 


2566646 
26C0846 
2566617 


. WASHER, NI PLATE, 0. 17ID,0.375OD ATT PT 

. BRACKET 

. SCREW, NI PLATE. ED HE. 8- 32 . . 375LG ATT PT 


2 
1 
7 




- 10 

- 11 

- 12 


2566646 
2601753 
2601754 


. WASHER, NI PLATE, 0. 17ID,0.375OD ATT PT 
. COVER ASM 
. . COVER 


2 

AR 

1 




- 13 

- 14 

- 15 


34512 
760303 
811879 


. . SCREW, ED HD,8-32,C.375LG AIT PT 

. . CATCH 

. . SPACER-HINGE 


12 

4 
4 




- 16 

- 17 

- 18 


2601755 

471672 

2601758 


. . SPACER 
. . CHANNEL 
. . PAD 


16 
2 
1 




- 19 

- 20 

- 21 


2601757 
25964C6 
2574662 


. . PANEL 

. CLAMP ASM 

. SCREW, BD HD.UNDECT.6-32.0.375LG ATT PT 


1 
2 
4 




- 22 

- 22A 

- 23 


25S64C6 
2596407 
25666CG 


. CLAMP 1 

. STRIP CLAMP 

. SCREW. NI PLATE. BD [ID .6-32 ,0. 5C0LG ATT PT 


2 

4 




- 2a 

- 25 

- 26 


E13452 

2574808 

S13451 


. BRACKET 

. SCREW, NI PLATE, SELF TAP, 6-32 ,0 .38LG ATT PT 

. BRACKET 


AR 
AR 

IB 




- 27 

- 28 


25748C8 
2601715 


. SCREW, NI PLATE, SELF TAP, 6-32,0 . 38LG ATT PT 
. COOLING UNIT ASK,60HZ 

FOB DETAIL PARTS SEE FIGURE 13D 


AR 
1 




- 28 

- 29 


2601714 
2601712 


. COOLING UNIT ASM,50HZ 

FOR DETAIL PARTS SEE FIGURE 13C 
. PLENUM ASM, FAN tOX 


1 
1 




- 30 

- 31 

- "3 2 


2575295 
2574799 
2566647 


. SCREW, BD HD, 10-32,0. 375LG ATT PT 
. WASHER, NI PLATE, LOCK, 0. 1 9 4ID, . 3370D ATT PT 
. WASHER, NI PLATE, . 203ID , . 4380D ATT PT 


4 
4 
4 




- 33 

- 31 

- 35 


2598901 
1127733 

536812 


. COVER, TERMINAL BLOCK 

. SCREW, RD HD,6-32,0.250LG ATT PT 

. TERMINAL BOARD 


3 
6 
3 




- 36 

- 37 

- 33 


21982C8 

2.10883 

25666C8 


. MAHKEE STRIP 

. STUD-SHIELD MTG , TAPPED, NO. 6-32 

. SCREW, NI PLATE, SLOT BD HD ,6-32,0. 500LG 


3 
6 
6 




- 40 

- 41 

- 42 


2558857 
2566624 
NC NO 


. BRACKET, TE3MINAI ELCCK 

. SCREW, NI PLATE, BD HD,6-32 ,0 . 1 88LG ATT PT 

. CUSTOMIZED BOARD ASSEMBLY 


1 
3 

REF 




- 43 

- 44 

- 45 


2181088 
5501993 
5502007 


. SCREW, HEX, SOC HD, 6-32 ,0 . 875LG ATT PT 
. THERMAL SWITCh, 122° F, N/C 
. CLIP, THERMAL SWITCH 


8 




- 46 

- 47 

- 48 


257187 
56722 
1C170 


. NET, HEX, 6-32 ATT PT 
. WASHER LOCK,ET,0. 1 4 1ID, 0. 320OD ATT PT 
. SCREW, BD HD,6-32,0.250LG ATT PT 






- 49 

- 50 

- 51 


260537 
10170 
56722 


. CLIP 

. SCREW, BD HD,6-32,0.250LG AIT PT 

. WASHER LOCK,E1,0.141ID,0.3200D ATT PT 






- 52 


2600838 


. «C« GATE 
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FIGURE 1 1 A . »C« GATE ASSEMBLY WITH EC 391456. SEE LIST 11A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






•C« GATE ASSEMBLY (MACHINES WITH EC 391456) 






11A- 


2604512 


•C« GATE ASSEMBLY 

FOR NEXT HIGHER ASSEMBLY SEE FIGURE 2-210 


REF 




- 1 

- 2 

- 3 


2604511 
2E98406 
2566608 


. CARD COVER ASM 

. CLAMP ASM 

. SCREW, NI PLATE. BD HD . 6-32 .0. 5C0LG ATT PT 


1 

2 
4 




- 4 

- 5 

- 6 


813452 
2181007 
2604510 


. HINGE BRACKET 

. SCREW, HEX HD,SELF TAP, 6-32, 0. 625LG ATT PT 

. SPACER 


1 
2 
1 




- 7 

- 8 

- 9 


813451 
2181007 
26C4510 


. HINGE BRACKET 

. SCREW, HEX HD,SELF T AP,6 -32, 0. 625LG AIT PT 

. SPACER 


1 

2 
1 




- 10 

- 10A 

- 11 


2181088 

22066 

25S88S7 


. SCREW, SOC HD,SELF TAP, 6-32, 0. 875LG ATT PT 
. WASHER, 0. 14011:, C.2810D ATT PT 
. BRACKET, TERMINAL BLCCK 


8 
8 
1 




- 11A 

- 12 

- 13 


518576 
2566601 
2598901 


. CHANNEL, 6. 6LG 

. SCREW, NI PLATE, BD HD , 6-32 ,0 . 312LG ATT PT 

. SAFETY SHIELD 


1 
2 

3 




- 14 

- 15 

- 16 


1127733 

536812 

21982C8 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. TERMINAL ELOCK 
. MARKER STRIP 


6 
3 
3 




- 17 

- 18 

- 19 


210883 
2566608 
5501993 


. STUD 

. SCREW, NI PLATE, BD HD , 6-32, . 500LG ATT PT 

. THERMAL SWITCH 


6 
6 
1 




- 19A 

- 20 

- 21 


2607131 

5502007 

1C170 


. RETAINER, THERHAL SWITCH 

. CLIP 

. SCREW, BD HD.6-32.0.250LG ATT PT 


1 
1 

1 




- 22 

- 23 


56722 
1S93581 


. WASHER, LOCK, El, 0. 14 1ID, 0. 320OD, 0. 022THK ATTPT 
. COOLING UNIT ASM,50HZ 

ASSEMELY COMPONENTS ARE NOT REPLACEABLE 


1 
1 




- 23 

- 23A 


1S93562 

1994488 
28413 


. COOLING UNIT ASK.60HZ 

ASSEMELY COMPONENTS ARE NOT REPLACEABLE 
. . FILTER 
. SCREW, BD HD, 1 C-32, 0. 312LG ATT PT 


1 

1 
3 




- 24 


- 25 

- 26 

- 27 


1993322 

28413 

260C646 


. AIAPTER ASSEMELY 

. SCREW, BD HD, 10-32, 0.312LG ATT PT 

. BRACKET 


1 
3 
2 




- 27A 

- 27B 


2566617 
2566646 


. SCREW, NI PLATE, BD HD , 8-32 ,0. 375LG 
. WASHER, NI PLATE, 0. 1 70ID, .3750D 


AR 
AR 




- 28 

- 29 

- 30 


19944 
1090448 
5476816 


. SCREW, BD HD- 8-32 X 0.750 LG ATT PT 
. WASHER ATT PT 
. QUADARM 


AR 
AR 
15 




- 31 

- -3 2 


2596407 
260450S 


. STRIP, 6. 40, 1.56 

. 'C'GATE FRAME 


1 
1 
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Detail A 



FIGURE 12. SMS GATE ASSEMBLY. SEE LIST 12. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






SMS GATE ASSEMBLY 






12 - 


2598375 


SMS GATE 

FOB NEXT HIGHER ASSEMBLY SEE FIGURE 2 


REF 




- 1 

- 2 

- 3 


26C1771 
5 150035 
2601771 




. GUARD, FAN 
. FAN ASH 
. GUAPD.FAN 


1 
1 

1 




- 4 

- 5 

- 6 


259E771 
2566647 
2598404 




SCREW, SLOT HEX HD, , 10 -32 , 30 . 5LG ATT PT 
WASHER, Nt PLATE, . 203ID , . 4380D ATT PT 
DUCT 


4 
4 

1 




- 7 

- 8 

- 9 


25748C8 
25748C8 
5235516 




SCREW, NI PLATE, SELF TAP , 6 -32 ,0 . 38LG ATT PT 
SCREW, MI PLATE, SELF T AP , 6-32 ,0. 38LG ATT PT 
. COVER, TERM BLCCK 


4 
2 
1 




- 10 

- 11 

- 12 


1C17G 

223337 

2162458 




. SCREW, ED HB,6-32,0.250LG ' ATT PT 
. TERMINAL BOARD- 3 CBL SCEEW TERMINALS 
IN3IJLAT0R-MAHKE& STRIP 


2 
1 

1 




- 13 

- 14 

- 15 


21C883 

25S8879 

317138 




ST'JD-SHIELD MTG , TAPPED, 6-32 ATT PT 
. SCREW, SELF TAP, 6-32 , G.500LG ATT PT 

. GRUMMET 


2 
2 

1 




- 16 

- 17 

- 18 


25989C1 

1C17C 

538812 




COVER, TERMINAL ELGCK 

SCREW, HD I1D,6-32,C.250LG ATT PT 

TERMINAL EOAHL" 


2 
4 
2 




- 19 

- 20 

- 21 


21982C8 
5488913 
2566630 




. MARKER STBIP 

STUD, TAPPED, MOUNTING, 6-32 ATT PT 
SCREW, NI PLATE.BD HD r 6-32 , . 438LG ATT PT 


2 
4 
4 




- 22 

- 23 

- 21 


2566645 

361537 

1 C 170 




WASHER, NI PLATE, 0. 1 56ID ,0 . 3 120D ATT PT 
. COVER-.1EKMINAL- 10 PCS 

SCREW. BD HD.6-32.0.250LG ATT PT 


8 
1 
7 




- 25 

- 26 

- 27 


522850 
2 196205 
5488913 




TERMINAL BOARE-W/EABR 10DEL SCREW TEEM 

BARKER STRIP 

STUD, TAPPED. MOUNTING. 6-32 ATT PT 


1 
1 
2 




- 28 

- 29 

- 30 


2566630 

2566645 

2 16C91 




SCREW, NI PLATE, BD HD ,6-32 ,0 . 438LG ATT PT 
WASHER, NI PLAIE,0. 1 56ID, . 3120D ATT PT 
ACAPTER-CARD GUIDE 


2 
4 
2 




- 31 

- 32 

- 33 


36264 

2=96496 

38348 




SCREW, FIL HD,4-40,0.375LG ATT PT 

T-3AR ADAPTER 

SCriEW.FIL HD,6-32,0.188LG ATT PT 


4 
1 
2 




- 3a 

- 35 

- 36 


25984S7 

38348 

216CS3 




T-3AR,16 POSITION 

SCREW, FIL HD,6-32,0. 188LG ATT PT 

CARD RECEPTACLE ASSEMBLY 


7 
14 
16 




- 37 

- 38 

- 39 


353734 
216C65 
237455 




RETAINER 

GUIDE-CARD, 8 EOSITICN 

CHANNEL , RUBBER 


24 
18 
AR 




- 40 

- 41 

- 42 


806556 

813769 

2558390 




LINER 

TAP 2, IDENTIFICATION -BLANK 

C HAS SIS, SMS GATE 


1 
1 
1 
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FIGURE 13A. COOLING UNIT ASSEMBLY 50 HZ. SEE LIST 13A. 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


1 3A- 


1993535 


COOLING UJIT 


REF 




- 1 

- 2 


1994960 
2637289 


FOP. NEXT HIGHER ASSEMBLY SEE FIGURE 10-76 
. HOUSING ATT PT 
. SCREW ATT PT 


1 

4 




- 3 

- 4 

- 5 


2637290 

60646 

1797462 


. SCREW, 8-32 ATT PT 
. WASHER, LOCK, IT, . 1 63ID, . 340OD ATT PT 
. FAN,50IIZ 


8 
8 
2 




- 6 

- 7 


475465 
1994483 


. SEAL-COVER 

. FILTER 


AR 
1 
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FIGURE 13B. COOLING UNIT ASSEMBLY 60 HZ. SEE LIST 13B. 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COOLING UNIT ASSEMBLY , 60HZ 






13B- 


1993536 


COOLING UNIT 


REF 




- 1 


1993530 


FOR NEXT HIGHER ASSEMBLY SEE FIGURE 10-76 
FOR WT USE ONLY 
. HOUSING 


1 




- 2 

- 3 

- 4 


2637289 

2637290 

60646 


. SCREW ATT PT 
. SCREW, 8-32 ATT PT 
. WASHER. LOCK, IT. 0.168ID.0.340OD ATT PT 


2 
8 
2 




- 5 

- 6 

- 7 


1797463 

475465 

1994488 


. FAM,60HZ ' 
. SEAL-COVER 
. FILTER 


2 

AR 

1 


























































d 
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FIGURE 13C. COOLING UNIT ASSEMBLY 50 HZ. SEE LIST 13C. 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COOLING UNIT ASSEHBLY ,50HZ 






13C- 


2601714 


COOLING UNIT 


REF 




- 1 


5421623 


FOR NEXT HIGHER ASSEMBLY SEE 
FIGURE 11-28 AND 17-102 
. FILTER-AIR 


1 




- 2 

- 3 

- 4 


2501716 
35739 
56722 


. BOX, FAN ASM 

. SCREW, BD HD,6-32,0.937LG ATT PT 

. WASHER.LOCK.ET.0.141ID.0.320OD ATT PT 


1 
8 
8 




- 5 

- 6 

- 7 


322065 

56722 

257137 


. SCREW, BD HD,6-32,0.625LG ATT PT 
. WASHER, LOCK, ET . 1 4 1 ID,0 . 320OD ATT PT 
. NUT, HEX. 6- 3 2 ATT PT 


4 
4 
4 




- 8 

- 9 

- 10 


2601718 

81693 

6364 


. FAN ASM,50HZ 

. SCREW, BD HD,6-32,0.375LG ATT PT 

. WASHER.LOCK.SPRING.0.141ID.0.253OD ATT PT 


2 
2 
2 




- 11 

- 12 


56722 
2607101 


. WASHER, LOCK, ET . 1 4 1 1D, . 320OD ATT PT 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIG 20-31 


2 
1 




- 13 

- 14 


2607102 
2607103 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIG 20-31 
. JUMPER ASM 


11 
1 




- 15 

- 16 


5213305 
35739 


FOR COMPONENT PARTS SEE FIG 20-31 
. CLAMP, LOOP 
. SCREW f BD HD,6-32 .0.375LG ATT PT 


2 
1 




- 167 

- 17 

- 18 


56722 

186759 

6364 


. WASHER, LOCK, ET, . 1 4 1 1D, . 320OD ATT PT 
. SCREW, BD HD,8-32,0.312LG ATT PT 
. WASHER, LOCK, SPRING. 0.1 41 ID r 0.2 53OD ATT PT 


2 
1 
2 




- 19 


257187 


. NUT , HEX , DOUB LE CHAMFER ,6-32 ATT P T 


2 
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FIGUHE 13D. COCLING UNIT ASSEMBLY 60 HZ. SEE LIS! 13D. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






COOLING UNIT ASSEMBLY ,60HZ 






13D- 


2601715 


COOLING UNIT 


REF 




- 1 


5421623 


FOR NEXT HIGHER ASSEMBLY SEE 
FIGURE 11-28 AND 17-102 
. FILTER- AIR 


1 




- 2 

- 3 

- 4 


2601716 
35739 
56722 


. BOX, FAN ASM 

. SCREW, BD HD,6-32,0.937LG ATT PT 

. WASHER, LOCK, ET 0. 1 4 1 1D, . 320OD ATT PT 


1 
6 
6 




- 5 

- 6 

- 7 


322065 

56722 

257187 


. SCREW, BD HD,6-32,0.625LG ATT PT 
. WASHER, LOCK, ET 0. 1 4 1 1D , . 320OD ATT PT 
. NUT, HEX, 6-32 ATT PT 


4 
4 
4 




- 8 

- 9 

- 10 


2601717 

322065 

56722 


. FAN ASM 

. SCREW, BD HD,6-32,0.625LG ATT PT 

. WASHER. LOCK. EXT. T 0.150ID ATT PT 


2 

3 
3 




- 11 

- 12 


257187 
2607101 


. NUT, HEX, 6-32 ATT PT 
. JUMPER ASM 

FOR COMPONENT PARTS SEE FIG 20-31 


3 
1 




- 13 

- 14 


2607102 
2607103 


. JUMPER ASM 

FOR COMPONENT PARTS SEE FIG 20-31 
. JUMPER ASM 


1 
1 




- 15 

- 16 


5213305 
35739 


FOR COMPONENT PARTS SEE FIG 20-31 
. CLAMP, LOOP 0.2 50 ID 0.177 DIA MTG HOLE 
. SCREW, BD HD.6-32.0.375LG ATT PT 


2 
1 




- 16A 

- 17 

- 18 


56722 

38235 

6364 


. WASHER,LOCK,ET,0.141ID,0.320OD ATT PT 
. SCREW, BD HD,6-32,0.312LG ATT PT 
. WASHER.LOCK.SPRING.0.141ID.0.253OD ATT PT 


2 
1 
2 




- 19 


257187 


. NUT, HEX, 6 -3 2 ATT PT 


2 
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45,46,50,51, 

30,27,26, 

29,31,33,36, 

28,34,38,35, 

37,39 



43,44,47,41, 
42,48,49 




FIGURE 14. AC BOX ASSEMBLY. SHEET 1 OF 7. INDEX NOS. 1-62. SEE LIST 14. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC BOX ASSEMBLY (PART 1 OF 7) 










CODE A 50HZ 
CODE B 60HZ 






14 - 


260C736 


AC BOX 


REF 




- 1 

2 


2538663 
25666C9 


FCB NEXT HIGHER ASSEMBLY SEE FIGURE 2-177 
. COVER 
. SCRKW.NI ELATE. BD HD . 1G- 3 2. 0. 5C0LG ATT PT 


1 
2 




3 

- 3A 

- 4 


26057S3 
2598944 
25L6604 


. COVER, AC BOX 
. COVER, AC EOX 
. SCREW. NI PLATE, BD HD . 10 -32. . 3 1 2LG ATT PT 


1 
1 
2 


A 
B 


_ 5 

- 5A 

- 6 


25752S5 

2566647 

255939 


. SCREW, EC HC, 10-32, 0.375LG AIT PT 
. WASHER, NI PLATE, 0,20310,0.4380c ATT PT 
. SCREW ASM. 0.250-20 


4 
4 




- 6A 

- 7 


3960 
2602059 


CObECNENT PARIS NOT REPLACEABLE- 
. NUT, 0.250-20. 
. SHIELD 


1 




- 8 

- 9 

- 10 


2575295 
25748C5 
2C02C6G 


. SCREW, BD HD, 10-32,0. 375LG ATT PT 
. WASHSE,NI PLATE,LOCK,ET,0.195lD,0.395OD ATT PT 

. SPACER 


2 
2 
2 




- 11 

- 12 

- 13 


2575295 
25748C5 
5414543 


. SCREW, BD HC, 10-32, 0.375LG ATT PT 
. WASHER, NI PLATE, LOCK, ET ,0 . 1 95ID ,0. 3950D ATT PT 
.' RELAY 


2 
2 
1 




- 14 

- 15 

- 16 


5414545 
5114544 
5414546 


. CONTACT, SOCKET 

. SOCKET, RELAY 

. CLIP, SOCKET MOUNTING ATT PT 


13 
1 
7 




- 17 

- 18 

- 19 


2602319 
25666C0 
2566609 


. BRACKET 

. SCREW, NI PLATE, BD HD , 6-32 ,0. 250LG ATT PT 

. SCREW, NI PLATE, ED HC , 10-32. 0. 5C0LG ATT PT 


1 
2 
1 




- 19A 

- 20 

- 21 


257701 
2599119 
2566604 


. CLIP,0. 125lD,C.500OD,0.020THK 

. SCREW,NI ELATE, ELT HD, 10-32,0. 375LG AIT PT 

. SCREW, NI PLATE, BD HD , 10 -32, 0. 3 1 2LG ATT PT 


2 
6 




- 22 

- 23 


473218 
2599198 


. HINGE 
. COVER 

FOR USE WITHOUT 1403 


2 
1 




- 23 

- 24 


26C57C7 
2566603 


. COVER 

FOB USE WITH 1403 
. SCREW, NI PLATE, BD HD ,8-32 ,0 . 312LG ATT PT 


1 

2 




- 25 

- 26 

- 27 


25t6646 
2574144 
2574144 


. WASHER, NI ELATE, 0. 17IC,0.375OD ATT PT 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 


2 
1 
1 




- 28 

- 29 

- 30 


2574161 
2574144 
2574144 


. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 


1 
1 
1 




- J1 

- 33 

- 34 


2574138 
2601907 
2574144 


. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 


1 
1 
1 




- 35 

- 36 

- 37 


26019C7 
2574144 
26019C8 


. CIRCUIT BREAKER, 70. 5 AMP DC 
. CIRCUIT BREAKER 
. CIRCUIT BREAKER 


1 
1 
1 




- 38 

- 39 

- 40 


2574161 
26019G8 
2605716 


. CIRCUIT EREAKER 

. CIRCUIT BREAKER, 10 AMP DC 

. CIRCUIT EREAKER 


1 
1 
1 




- 41 

- 42 

- 43 


2580937 
258C937 
1993161 


. CIRCUIT BREAKER 
. CIRCUIT EREAKER 
. CIRCUIT BREAKER 


1 
1 
1 




- 44 

- 45 

- 46 


1993161 
2607120 
26C7120 


. CIRCUIT BREAKER 
. CIRCUIT BREAKER 
. CIRCUIT EREAKER 


1 
1 
1 




- 4V 

- 49 

- 50 


2574126 
25989C6 
2574137 


. CIRCUIT BREAKER 

. CIRCUIT BREAKER, 5A 

. CIRCUIT BREAKER 


1 
2 
1 




- 51 

- 52 

- 52A 


2574137 

535292 

10170 


. CIRCUIT EREAKER 

. CIRCUIT PROTECTOR, 1 AMP 

. SCREW, BD HD,6-32,0.250LG ATT PT 


1 
1 
2 




- 5J 

- 54 


25666C0 
2600658 


. SCREW, NI PLATE, BD HD, 6-32,0. 250LG ATT PT 

USED ON ITEMS 78526 TO 52 
. CONNECTOR, SCREW, 10-32 


66 
58 




- 55 

- 55A 


2602058 
2566629 


USED ON ITEMS 78526 TO 51 
. PLATE 
. NUT,NI PLATE, HEX, 6-32 ATT PT 


8 
16 




- bbb 

- 56 

- 56A 


2566601 
2601995 
2566629 


. SCREW, NI PLATE, BD HC, 6-32,0 .31 2LG ATT PT 

. PLATE, BLANKING 

. NUT,NI PLATE, HEX, 6-32 ATT PT 


16 
1 

4 




- bbti 


2566601 


. SCREW, NI PLATE, BC HE, 6-32,0 .31 2LG AIT PT 
ITEMS 78555 THROUGH 58A USED IN PLACE OF 


4 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


14-57 


5351162 


RESPECTIVE CIRCUIT BREAKERS 
. CONTACTOR 


1 




- 58 

- 58A 

- 59 


26CC832 
25666CC 
25SSe£4 


. DIODE ASM 

. SCREW, NI I>LATE,BD HD ,6-32 ,0 . 250LG ATT PT 

. PANEL. SWITCH 


1 
2 

1 




- 60 

- 61 

- 61A 


5759071 
2598774 
25748C5 


. JUMPER 

. SCREW, NI FLATE,ED B E, 10-32, 0. 1 87LG ATT PT 

. MASHER .LOCK. NI ELA1 E .ET , . 1 95IC ,0. 3950D ATT PT 


1 
2 
2 




- 62 


2598862 


. PANEL, CIRCUIT BHEAKER 


1 
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Detail B 



FIGURE 14. AC EOX ASSEMBLE. SHE2T 2 OF 7. INDEX KOS. 63-166. SEE LIST 14. 
104 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC EOX AS5EKELY (EAHT 2 OF 7) 










CODE A, USED ON 50HZ 
CODE E.IJSED CN 60HZ 






14 - 


26^0736 


AC BOX ASSEMBLY (CONTINUED) 


REF 




- e3 

- 64 

- 65 


S5C55C 
2574799 
2 57 480 5 


. SCUEW ,KEX HD, ,10-32,0. 375LG All PT 
. WASHER, LOCK, SPRING, 0. 19 4ID, 0. 3370D ATT PT 
. WASHER, LOCK, ET.G. 195ID.3950D ATT PT 


REF 
REF 
REF 




- 66 

- 67 

- 68 


2 566605 
2575292 
5271288 


. SCREW, HEX HD, ,0.250-20,0. 625LG ATT PT 
. WASHER, LOCK, NI I-L AT r, SPRING ,0. 255ID, . 4930D ATT PT 

. TERMINAL 


1 
1 

REF 




- 69 

- 69A 

- 70 


48594 

338169 

259886C 


. SCREW, BD Hi; , 4-40 , . 125LG ATT PT 
. WASHER, LOCK, ET,U. 1 1 5IE, G . 260OD, 0. 01 9THK ATI PT 

. BRACKET 


1 
1 

2 




- 71 

- 72 

- 73 


25666C3 

2 566 64 6 
2 5? 8 £57 


. SCREW, NI PLATE, ED HE, 8-3 2 , 0. 31 2LG AIT PT 
. WASHER, NI PLATE, 0. 17ID,0.375CD ATT PT 
. BRACKET 


4 
4 

1 




- m 

- 75 

- 76 


2574810 
25CGG47 

2598860 


. SCREW, HI PLATE, SELF TAP , 1 0-32,0. 375LG ATT PT 
. WASHER, NI PLATE,0.203ID,0.438OD ATT PT 
. BRACKET 


5 
5 
2 




- 77 

- 82 

- 83 


2566603 
2598866 
2601761 


. SCn2W,NI PLATE, BD HD, 8-32 ,0 . 3 1 2LG ATT PT 

. COVER, CABLE ASM 

. SCREW, SLOT 3D HD , 10-32. . 165LG ATT PT 


4 
1 

4 




- en 

- 84A 

- £5 


535417 
1C170 

504670 


. SHIELD- 6 POSITION 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. TERMINAL EOARE 


1 
2 
1 




- 86 

- 67 

- 87A 


332628 
4120221 
2574616 


. SIRIP, MARKER-TERM BD 6 PCS 1 THROUGH 6 

. STUD ATT PT 

. SCREW, SLOT BD HD , 6-32 ,0 . 625LG ATT PT 


1 
2 
2 




- 88 

- 88A 

- .88H 


2 599192 

25748C8 
2566645 


. PLATE 

. SCREW, NI PLATE, SELF TAP , 6-32 ,0.375LG ATT PT 

. WASHER, NI PLATE, 0. 1 56ID , .3 120D ATT PT 


1 
3 

3 




- 89 

- 89A 

- 90 


4 120380 

1017C 

317450 


. SHIELD 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. TERMINAL ECARE • . 


AR 
AR 
AR 




- 91 

- 91A 

- 91B 


41213S8 

57624G7 

35739 


. SIRIP, MARKER 

. S1UD 

. SCREW, BD HD, 6-32,0. 438LG ATT PT 


AH 
AR 
AR 




- 92 

- 9 2A 

- 92B 


26C6836 
25666C6 
2575293 


. BRACKET MOUNTING 

. SCREW, NI PLATE, HEX HD ,0 . 250-20 ,0. 375LG ATT PT 

. WASHER, 0. 265IE.0.562OD ATT PT 


AR 
AR 
AR 




- 93 

- 94 


248173C 
25666C9 


. TRANSFORMER 

FOE DETAIL PARTS SEE ITEM 259 
. SCREW, NI PLATE, BD HD, 10-3 2, 0. 5C0LG ATT PT 


1 

3 




- 95 

- 96 


2b7479<3 
2481740 


. WASHEC,NI PLATE, LOCK, 0. 1 9 4IE, 0. 3370D ATT PT 
. TRANSFORMER 

FOR DETAIL EARTS SEE ITEM 308 


3 




- 97 

- 98 

- 99 


25666CS 
2574799 
2601811 


. SC2EW,NI PLATE, BD HD, 10-32, 0. 500LG ATT PT 
. WASHER, LOCK, NI PL ATE, 0. 1 94ID, O. 3370D ATT PT 

. TRANSFORMER ASM 


3 
3 
2 




-100 
-101 


2575295 
2574799 


DETAIL PARTS NOT AVAILABLE 
. SCREW, BD HD, 10-32,0. 375LG ATT PT 
. WASHER, NI PLATE, LOCK, 0. 1 9 4ID, 0. 3370D ATT PT 


8 
8 




-102 

-102A 

-103 


2126748 
260C832 
2575295 


. CONTACTOR 
. DIODE ASM 
. SCREW, BD HD, 1C-32,0.375LG ATT PT 


1 

1 
2 




-104 
-105 
-1C6 


2574799 
2566647 
2595191 


. WASHER, NI PLATE, LOCK, 0. 1 9 4IE, 0. 3370D ATT PT 
. WASHER, NI PLATE, . 203ID , 0. 4 380E ATT PT 

. BRACKET . - 


2 
2 
1 




-10/ 
-108 
-109 


2bV52yb 

2574799 

337193 


. . SCREW, BD HD, 10-32, 0.375LG - ATT PT 
.. WASHER, NI PLATE, LOCK, 0. 1 9 4ID, 0.337OD ATT PT 
. SHIELD-TERMINAL BCABD 6 POSITION 


4 
4 
1 


B 


-110 
-111 
-1 12 


1C17C 

21C883 

4116423 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. STUD-SHIELD MTG, TAPPED, 6-32 ATT PT 

. TRANSFORMER 


2 
2 
1 


B 
B 
A 


-112 
-113 
-113 


5252645 
25666C5 
2566606 


. TRANSFORMER 

. SCREW, NI PLATE, HEX HD ,, 0. 25-20 ,0. 625LG ATT PT 

. SCREW, NI PLATE, HEX HD, , 0.25-20 , 0. 375LG ATT PT 


1 

4 
4 


B 
A 
B 


-1 14 
-1 18 
-118 


2575293 
26C5792 
2598647 


. WASHER, 0.265lE,C.562OD •,. All PT 

. TRAY ! 

. TRAY ' ''■'"■■.". 


4 
1 
1 


AB 
A 
B 


-119 
-120 
-121 


25666C4 

322590 

2566603 


. SCREW, BD HD,1C-32,0.312LG ATT PT 

. RECEPTACLE, FEMALE, 20 AMP, 250 V 

. SCREW, NI PLATE, BD HD,8-32 ,0. 312LG ATT PT 


5 
1 
2 




-1H 
-123 


25/4/99 
2566626 


. WASHER, NI PLATE, LOCK, 0. 19 4ID, 0. 3370D ATT PT 
. NUT,NI PLATE, HEX, 8-32 ATT PT 


2 
2 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


14-12<+ 
-125 


179946 
111255 


. HCLDEE,FUSE 

. FUSE. CARTRIDGE. C. 75 AMP 


3 

3 




-126 
-127 
-128 


24261 7 1 

523269 
2566623 


. CCNNECTCR 

. CONNECTOR, RECE,ELEC- 6 EOS INSERT 

. NOT, HEX. DOUBLE CHAMBER. 4-40 ATT PT 


( REF 
1 
2 




-129 
-130 
-131 


2566634 

2574812 

526522 


. SCREW, BD HD,4-40,0.500LG ATT PT 
. WASHER, 0. 125IE,C.250OD ATT PT 
. LATCH PIN ASM. CONNECTOR 


2 
2 

1 




-132 
-133 
-134 


2566623 
2574812 
2566634 


. NUT, HEX, DOUBLE CHAMFER, 4-40 , 0. 25 FL H ATT PT 
. WASHER, 0. 125lD,C.250OD ATT PT 
. SCREW. ED HD.4-40.0.5C0LG ATT PT 


4 
4 

4 




-135 
-136 
-137 


338327 
5271288 

46594 


. G EGA MET 

. LUG 

. SCREW. BD HD.6-32.C.250LG ATT PT 


1 
1 

1 




-138 
-139 

-140 


331869 
2566604 
2599193 


. WASHER, LOCK, ET . 155ID, 0. 260OD,0. 01 5THK ATT PT 
. SCREW, NI ELATE, ED HE, 10 -32, 0. 312LG ATT PT 
. PANEL, 1/0 PLOG 


1 
2 




-141 
-142 
-143 


25S686C 
2566603 
26056S4 


. BRACKET 

. SCREW, NI PLATE, BD HE, 8- 32,0 . 31 2LG AIT PT 

. PANEL ASM. SEQUENCE CHANNEL 


2 

4 

3 




-145 
-147 


2566608 
2566645 


FOB DETAIL EAHTS SEE ITEM 399 
. SCREW, NI PLATE, BO HD,6-32, 0. 500LG ATT PT 
. WASHER, NI PLATE. 0. 156ID.0.312OD ATT PT 


27 
27 




-148 
-149 
-150 


260 5711 
2566601 
2566650 


. SPACER 

. SCREW, NI PLATE, I'D HE, 6- 32,0 . 312LG AIT PT 

. WASHER. NI PLATE. LCCK. 0. 141ID. 0.25301) ATT PT 


3 
8 

a 




-151 
-152 
-153 


523269 

2566634 

237455 


. CONNECTOR, RECE,ELEC- 6 EOS INSERT 

. SCREW, BD HD,4-40,0.500LG ATT PT 

. CHANNEL. RUBBER 


1 
2 




-154 
-157 
-157A 


510388 
2566626 
2574799 


. GriOfltlET 

. NUT, NIELAT2, HEX, 3-32 ATT PT 

. WASHER LOCK.SESING.O. 194ID. 0. 3370D ATT PT 


3 
8 




-158 
-159 
-160 


19944 

532393 

2566646 


. SCREW, BD HD,8-32,0.750LG ATT PT 

. CLANP-ADJUSTAELE CABLE 

. WASHES, NI PLATE, C. 17IB.0. 3750D AIT PT 


8 
2 
2 




. -161 
-16 3 
-164 


5710C 
2566646 
2602073 


. SPACER 

. WASHER, NI PLATE, 0. 17IB,0.375OD ATT PT 

. SCREES, MESH 


8 
6 
1 




-16 5 
-166 


350830 
2 6042 2 6 


. GHCMMET AIT PT 
. CLIP, CABLE 


AR 
3 







































































































































1C6 



172 



248 




242A 
242B 
242 



241C 

24JB 

Detail A 

FIGURE 14. AC BOX ASSEMBLY. SHEET 3 OF 7. INDEX NOS. 167-258. SEE LIST 14. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC BOX ASSEMELY (EAST 3 F 7) 










CODE A,50HZ 
CODE B.60HZ 






14 - 


2600736 


AC BOX ASSEMBLY tCONTINUEDl 


REF 




-167 
-168 
-169 


259S199 
2566600 
2C86875 




. COVER 

SCREW, MI PLATE, BD HD,6-32 ,0 . 250LG AIT PT 
. CIRCUIT BREAKER 


1 

2 

1 


A 


-169 
-170 
-171 


5214261 

2994 

56121 




. CIRCUIT BREAKER 

. SCREW, FIL HD, 10-32, 0.625LG AIT PT 

. WASHER. LOCK-IT 0. 195ID, . 38 10D ATT PT 


3 
3 


B 
B 
H 


-172 
-172 
- 17 3 


2601010 
2566626 

2 C ££C/j-J 




. NUT, HEX, LOCKING, 8-32 ATT PT 

. NUT,NI ELATE, HEX, 8-32 ATT PT 

WASHER, NI PLATE. 0. 203ID . 0. 4380E ATT PT 


4 
3 

3 


A 

B 
A 


-174 
-175 

-115 


2574804 
2601011 
2566625 




. WASHER, LOCK, ET, NO 8,0.365OD ATT PT 
. SCREW, SLOT BD HD,8-32 ATT PT 
. SCREW, NI PLATE. BD H C. 8-32 . 0. 500LG ATT PT 


4 
3 
4 


B 
A 


-176 
-177 
-178 


259E648 
2599119 
2566607 




. PANEL 

. SCREW, FLT HD, 10-32,0. 375LG ATT PT 

. SCREW, NI PLATE. SELF TAP. 10-32,0. 375LG ATT PT 


1 
2 
2 




-179 
-180 
-181 


259S165 
5351113 
5351115 




. ZENER DIODE SUPPLY ASM 

. SCREW-CAPTIVE BD HD, 10- 32 , 1 . OOOLG ATT PT 

. INSULATOR-BUSHING 


1 
2 
2 




-182 
-183 
-184 


5351114 

337193 

1C170 




i 


JUSHING-CAP 

. SHIELD-TERMINAL BOARD 6 POSITION 

SCREW, BD HE. 6-32.0. 250LG ATT PT 


2 
1 





-185 
-186 
-187 


2607119 
334921 
317304 






. RESISTOR ASM 

. IEBMINAL-RING, 18-22 AWG,N06 HOLE, INS 
. . TUBING 


1 

2 

AR 




-188 
-189 
-190 


317357 

2599172 

334921 






. RESISTOR, 25 OHMS-10W 
. RESISTOR ASM 
. . TEEMINAL-EING, 18-22 AWG,N06 HOLE, INS 


1 
1 
2 




-191 
-192 
-193 


317304 

320610 

11598 






. . TUBING 

. RESISTOR, FXD,COMP- 18C OHMS P/M 5% 2W 

NUT, HEX, 10-32 ATT PT 


AR 
1 

1 




-194 
-195 
-196 


38363 

115S8 

533372 






SCREW, FIL HD,8-32,0.156LG ATT PT 
NUT, HEX, 10-32 ATT PT 
WASHER,MICA,0.199ID,0.625OD 


1 
1 

4 




-197 
-198 
-199 


5724037 
5S6479 
596479 






SLEEVE 

SEMICONDUCTOR DEVICE-DIODE, 1 50V 10A 

SEMICGNDUCTCR DEVICE-DIODE. 1 50V 10A 


1 
1 
1 




-200 
-201 
-20 2 


5209C8 
367115 
517131 






. DIODE-TYPE EN 

JUMEEE-TEBMINAL STRIP VEC DISTR BRS 
TERMINAL BOARD- 6 DBL SCREW TERMINALS 


1 
1 
1 




-203 
-204 
-204A 


322266 

210883 

38354 






MARKER STRIP- 6 POS NOS. 1 THROUGH 6 

STUD-SHIELD M1G, TAPPED, 6-32 ATT PT 

SCREW, FIL HE,6-32,0.500LG ATT PT 


1 

2 
2 




-205 
-206 
-206 


259S169 
2128748 
5364165 




HEATSINK 

CONTACTOR 

CGNTACIOR 


1 
1 
1 


B 
A 


-207 
-208 
-209 


260C832 
2575295 
2574799 




DIODE ASM 

SCREW, BD HD, 10-32, 0.375LG ATT PT 

WASHER, NI PLATE, LOCK, 0. 1 9 4ID,0.337OD ATT PT 


1 
2 
2 




-210 
-211 
-212 


2566647 

337193 

10170 




WASHER, NI PLATE, 0.203ID ,0. 4380D ATT PT 

SHIELD-TERMINAL BOARD 6 POSITION 

SCREW, BD HD,6-32,0.250LG ATT PT 


2 
1 
2 




-213 

-214 
-215 


317131 

322282 
2108 83 




TERMINAL BOARD- 6 EEL SCREW TERMINALS 

MARKER STRIP- 6 POS NOS. 1 THROUGH 6 

STUD-SHIELD MTG,T APPED, 6-32 ATT PT 


1 
1 
2 




-216 
-217 
-218 


2566630 
526378 
442688 




SCREW, NI PLATE, BD HD,6-32 ,0.438LG ATT PT 

CAP-INSULATION 

CAPACITOR 


2 
2 
1 


A 


-219 
-220 


=24654 
114306G 
2566617 




CAPACITOR- 20BFE 330VAC 

CLAMP 

SCREW, NI PLATE, BD HD, 8-32, .375LG ATT PT 


1 
2 
2 


B 


-222 
-223 


2566646 

5623357 

45690 




WASHER, NI PLATE, 0. 17ID,0.3750D ATT PT 

COVER, CAPACITOR 

WASHER,0.2O3ID,0.438OD ATT PT 


2 
1 
2 




-224 
-225 
-226 


11598 

306855 

56079 




NUT, HEX, 10-32 ATT PT 
STUD-HEX, 10-32 THD BOTH ENDS 0.688LG ATT PT 
WASHER, LOCK-ET 0.195ID 0.410OD ATT PT 


2 
2 

2 




-221 
-228 
-229 


5796427 
2566626 
2574799 




CAPACITOR, ELECTROLYTIC, 5400 0UF, 30 VDC 

NUT,NI PLATE, HEX, 8-32 ATT PT 

WASHER, NI PLATE,0.17ID,0.3750D ATT PT 


1 
1 
1 




-23 1 


256661B 
5261264 




SCREW, NI PLATE, BD HD, 8-32, 1 0. 0LG ATT PT 
CLAMP 


1 
1 
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INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


14 -232 
-233 


2 56 66 10 
2566646 




SCREW, BD HD,8-32,0.250LG ATT PT 
WASHER. NI PLATE. 0. 17ID.0.375OD ATT PT 


3 

4 




-234 
-235 
-235A 


5M4544 
£414543 
5414545 




RELAY 
RELAY 
CONTACT .SOCKET 


3 

3 

39 




-235B 

-236 

-236A 


5 414 5 4 6 

5235516 

10170 




CLIP, SOCKET MOUNTING ATT PT 

SHIELD 

SCREW, HI) HD.6-32.0.25GLG ATT PT 


6 
2 

4 




-237 
-230 
-238A 


323837 

5364151 

38354 




TERMINAL BLOCK, 3DBL SCREW TERMINALS 
HAUKEB STRIP, 3 POSITIONS, 1 THROUGH 3 
SCREW, FIL HD.6-32.0.500LG 


2 
2 

4 




-238E3 

-240 

-24GA 


21C8S3 
2606335 
25h66C7 




3IUD 

PANEL, RELAY 

SCREW, MI PLATE, BD HD . 10 -32 . 0. 2 50LG ATT PT 


4 
1 

4 




-240B 
-241 

-241 


2574799 
161265C 
2598557 




WASHER, NI PLATE, LOCK, 0. 19 4ID,0. 3370D ATT PT 
BRACKET (NEW STYLE) 
BRACKET (CLD STYLE! 


4 
1 
1 




-241A 
-241U 
-241C 


2575295 
2566610 
2566646 




SCREW, BD HE, 10-32, 0.375LG ATT PT 
SCREW, BD hD,8-32,0.250LG ATT PT 
WASHER. NI PLATE. 0. 170 ID. . 3750D ATT PT 


2 
2 

2 




-241D 
-241E 
-241F 


5353887 
5499812 
5499815 




. HOUSING 

. LAMP,24V-CLEAR 

. LAMP, 24V- RED 


5 
2 
3 




-242 

-242A 

-242B 


25S£5Se 
2566607 
2566647 




BRACKET 

SCREW, NI PLATE, BD HD, 10-3 2, 0. 250LG AIT PT 

WASHER, NI PLATE. . 203ID f . 4380D ATT PT 


1 
2 
7 




-243 
-244 
-245 


2229542 
1218599 
2596573 




PROTECTOK -CIRCUIT OVERLOAD, 7A, 250V 
PROTECTOR-CIRCUIT OVERLOAD,IOA,250V 
RELAY GATE ASM 


1 
1 
1 




-246 
-246A 


25S8610 
2566626 




FOB DETAIL PARTS SEE FIGURE 15 
SCREW, BD HD,8-32,0.250LG AIT PT 
NUT, HEX. 10-32 ATT PT 


1 
1 




-247 

-247A 

-247B 


25666C4 
2566647 
2566626 




SCREW, NI PLATE, BD HD, 10 -3 2, 0. 3 12LG ATT PT 

WASHER, NI PLATE,0.203ID,0.438OD ATT PT 

. NUI,NI PLATE.HEX.8-32 ATT PT 


3 
3 
1 




-247C 

-248 

-250 


55901 
260C645 
NC NO 




WASHER, LCCK,ET, 0. 1 58IC, . 38 10D ATT PT 
SCREW, FLT HD,8-32,0.312LG ATT PT 
TERMINAL BLOCK ASSEMBLY 


1 
1 
1 




-251 
-252 


2 596594 
2566617 




FOR DETAIL PARTS SEE ITEM 347 . 
PANEL 
SCREW, NI PLATE, BD HD, 8- 32 .0 . 375LG ATT PT 


1 
2 




-253 
-254 


NC NO 
73C432 




TRANSFORMER ASSEMBLY 

FOR DETAIL PARTS SEE ITEM 375 

. GROHHET 


AR 




-255 
-256 
-257 


518 5 7 8 

730432 

5213226 




RUbEER CHANNEL 
. GROMMET 
CHANNEL 


AR 
AR 
AR 




-258 


730422 




GBCKMET 


AR 
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283 



284 



289 288 290 



291 




291A 



313 / \ 312 
309 311 



FIGURE 1«. AC BOX ASSEMBLY. SHEET 4 OF 7. INDEX NOS. 259-346. SEE LIST 14. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC EOX ASSEMBLY (PART 4 OF 7) 










CODE A,50HZ 
CCDE E.60HZ 






14 - 


2600736 


AC DOX ASSEMBLY (CONTINUED) 


REF 




-259 
-260 
-261 


248 1730 

35C966 

1G17C 






TRANSFORMER 

. COVER-TERMINAL BLOCK 

. SCREW. BD HD. 6-32.0. 250LG ATT PT 


REF 
1 
2 




-262 
-263 

-264 


4 797 6 C 

2431675 

210883 






. SHIELD, IERMINAL BOARD 

MARKER STRIP 
. STUD-SHIELD MIG.TAPPED.NO. 6-32 AIT PT 


1 
1 
2 




-265 
-266 
-267 


32255C 
2481664 
2481669 






. SCREW, BD iIC,6-32,0.500LG ATT PT 
. TERMINAL BLOCK 
. MARKER STRIF 


2 
1 
3 




-266 
-269 
-270 


2481659 

2481665 

32255C 






. INSULATOR STRIP 

. MARK Eil STRIP 

. SCREW, BD HD, 6-32. C. 500LG ATT PT 


1 
1 

6 




-271 
-272 
-273 


2481683 
11598 
56079 






. TRANSFORMER/CABLE ASM 

. NUT, HEX, 10-32 ATT PT 
DASHER, LOCK-ET 0.195ID 0.410OD ATT PT 


1 
1 
2 




-275 
-276 
-277 


4569C 

1 1598 

9C92 






. WASHER,0.2C31E,0. 4380D ATT PT 

. NUT, HEX, 10-32 ATT PT 

DASHER-LOCK, SPRING. 0. 194ID 0.337OD ATT PT 


1 
3 

3 




-276 
-279 
-280 


4569C 

56079 

5 261375 






DASHER, C.203IE,0. 4380D ATT PT 
DASHER, LOCK-ET 0.195ID 0.410CD ATT PT 
. CAPACITOR, ELtC-500 UF P/M 10?? 200VDC 


3 

3 




-281 
-282 
-283 


3fc 22C6 
1 15S8 
55918 






. COVER, CAPACITOR 

. NUT,EEX, 10-32 AIT PT 

. SCREW, BD HD,1C-32,0.625IG ATT PT 


2 
2 
2 




-284 
-285 
-266 


320456 

55726 

221517 






. BRACKET-CAPACITOR MOUNTING 

SCP.Ew, 3D HD, 6-32,0. 188LG ATT PT 
. R2SIST0S,FXE, WW- 75 OHMS P/M 5% 10W 


2 
2 
2 




-287 
-288 
-239 


257189 

i*429£S 
436562 






. NUT, HEX, 8-32 ATT PT 

. INSULATOR ATT PT 

SCREW, FIL HE,8-32,2.250LG ATT PT 


1 

2 
1 




-290 
-291 
-291A 


57t>2549 

221790 

60646 






. BRACKET 

SCREW, BD HE, 8-32, C. 188LG ATT PT 
WASHER, LOCK, IT, 0. 168ID , 0. 340OD,0. 023THK ATT PT 


2 
2 
2 




-292 
-293 
-294 


472611 

510316 

55726 






RESIST03 
. BP.ACK2T-MTG,25W RESISTOR 

SCREW, BE HD, 6-32,0. 188LG ATT PT 


1 
2 
2 




-295 
-296 
-297 


2481719 
2481718 
2481719 






HEATS INK 
HEATSINK 
HEATS IKK 


1 
1 
1 




-298 
-299 

-3C0 


2481716 
21.31719 
2481718 






HEATSINK 
HEA1SINK 
HEATSINK 


1 
1 
1 




-30 1 
-302 
-303 


2481719 
2481719 
2481719 






HEATSINK 
HEATSINK 
HEATSINK 


1 
1 
1 




-304 
-30 5 
-306 


2481719 

5528 

2481678 






HEATSINK 

SCREW, BD HD,8-32,0.625LG ATT PT 

INSULATOR ATT PT 


1 
30 
30 




-307 
-3C8 
-309 


2481733 

2481740 

350966 






CHASSIS 
rRANSFORMER 

COVEE-TERMINAI ELCCK 


1 

REF 
1 




-310 
-311 
-312 


1C170 

479760 

2 481674 






SCREW, BD HD,6-32,0.250LG ATT PT 
TSRKINAL BLCCK 
MARKER STRIP 


2 
1 
1 




-j13 
-314 
-315 


210883 

322550 

2481664 






STUD-SHIELD M1G, TAPPED , NO . 6-32 ATT PT 
SCREW, BD HD,6-32, 0.5001G ATT PT 
TERMINAL BLOCK 


2 
2 

2 




-316 
-317 
-318 


2609C 17 
2481669 
2481665 






SHIELD 

MARKER STRIP 
MARKEB STRIP 


1 
1 
1 




-319 
-3 20 
-321 


322550 

2481664 

11598 






SCREW, BD HD,6-32,0.500LG ATT PT 

TRANSFORMER/CABLE ASM 

NUT, HEX, 10-32 ATI PT 


1 
i 




-322 
-323 
-324 


bb079 
4569C 
11598 






WASHER, LOCK, El 0.195ID C.410OD ATT PT 
WASHER, 0.203ID,0. 4380D ATT PT 
NUT, HEX, 10-32, 0.375 FL W ATT PT 


2 
1 
3 




-32b 
-32 6 
-327 


9092 
45690 
56079 






WASHER, LOCK, SPRING, 0. 194ID 0.337OD ATT PT 
WASHER, 0.203 ID,0.4380D ATT PT 
WASEER,LOCK-ET 0.195ID C.410OD ATT PT 


3 
3 
3 




-328 
-3 29 


526137b 
362206 






CAPACITOH,ELEC-500UF,P/M 10% 200V DC 
COVER, CAPACITCR 


1 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


;• " DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


14 -330 


257189 
5528 




. NUT, HEX, 8-32 ATT PT 
. SCREW.. BD HD.8-32.0.625LG ATT PT 


1 

1 




-332 
-333 
-331 


320456 

55726 

5261219 




. . BRACKET 

. SCREW, BD HD, 6-32,0. 188LG' ATT PT 
. CHOKE. FILTER 


1 
1 

1 




-335 
-336 
-337 


55726 

55726 

1-227 39 




. SCREW, BD HD, 6-32,0. 188LG ATT PT 
. SCREW, ED HE, 6-32,0. 188LG ATT PT - 
. RESISTOR. FXD. WW. 50 CHKS P/M 5% 50W 


2 
2 
1 




-338 
-339 
-340 


55726 
2481718 
2481718 




. SCREW, BD HE, 6-32,0. 188LG All PT 
. HEAISINK 
. HEAISINK 


2 
1 
1 




-aa i 

-3H2 

-343 


2481719 
2481719 
2481719 




. HEAISINK . 
. HEAISIKK 
. . HEAISINK 


1 
1 
1 




-344 
-345 
-346 


5528 ., ■ 
2481678 
2481743 




. SCREW, ED HE,8-32,0.625LG ATT PT 
..■■'INSULATCB.:. ATT PT " 
. CHASSIS 


15 

15 

1 
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FIGURE 14. AC BOX ASSEMBLY. SHEET 5 OF 7. INDEX NOS. 347-398. SEE LIST 14. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC BOX ASSEMELY (PART 5 OF 7) 










CODE A,50HZ 
CODE B.60HZ 






14 - 


2600736 


AC BOX ASSEMBLY (CONTINUED) 


REF 




-347 
-348 
-349 


NO NO 
438894 
1C170 




. TERMINAL BLOCK ASSEMBLY 

. SHIELD 
. . SCREW, BE HE.6-32.G.250LG ATT PT 


1 
1 
2 




-350 
-351 
-352 


283003 
2599144 
2125898 




. . TERMINAL, STRIP 

. . STRIP, MARKER 

. . SHIELD, STUD MOUNTING ATT PT 


1 
1 
2 




-353 
-354 
-355 


32206 5 

350977 

10170 




. . SCREW, BC HE,6-32,0.625LG ATT PT 

. COVER 

. SCREW, BD HD.6-32.0.250LG ATT PT 


2 
1 
2 




-356 
-357 


317145 
,4120241 




. TERMINAL BOARE- 8 EBL SCREW TERMINALS 
STRIP 

USED ON WORLD TRADE MACHINES 


1 




-357 

-358 


362193 
21C883 




. MARKER STRIP- 10 POS NOS. 1 THROUGH 8 
USED ON USA MACHINES 
STUD-SHIELD MTG , TAPPED, 6-32 ATT PT 


1 
2 




-359 
-360 
-361 


25666C6 

337193 

1C170 




SCREW, NI PLATE, BD HE, 6-32, 0. 500IG ATT PT 
. SHIELD-TERMINAL BOARD 6 POSITION 

SCREW, BD HD.6-32.0.250LG ATT PT 


2 
2 
4 




-362 
-363 
-364 


317131 
322266 
210883 




TERMINAL EOARD- 6 EEL SCHF.W TERMINALS 

MARKER STRIP 

STUD-SHIELD MTG .TAPPED. 6-32 ATT PT 


2 
2 

4 




-365 
-366 
-36 7 


2566630 
2598860 
2566603 




SCREW, NI PLATE, BD HD ,6-32 ,0 . 438LG ATT PT 

BRACKET 

SCREW, NI PLATE, BD HD,8-32 .0 . 31 2LG ATT PT 


4 
1 
2 




-368 
-369 


2566646 
260C832 




WASHER, NI PLATE, . 1 70ID, .3750D 
DIODE ASM 

COMPONENT PARTS NOT REPLACEABLE 


2 
1 




-370 

-370A 

-371 


5351162 
2566600 
2607549 




CONTACTOR 

SCREW, NI PLATE, ED HE, 6- 32, 0.250LG ATT PT 

CAPACITOR ASM 


1 
2 
2 




-375 


NC NO 




COMPONENT PARIS NOT REPLACEABLE 
TRANSFORMER ASSEMBLY 


1 




-376 
-376 
-377 


186945 

4121399 

55726 




. SHIELD, TERMINAL BOARD- 8 POSITION 

. SHIELD, TRANSFORMER 

. SCREW, BD HD, 6-32,0. 188LG ATT PT 


1 
1 
1 


A 

B 


-3 78 
-378 
-379 


5253828 
5261395 
2574810 




. TRANSFORMER 
. TRANSFORMER 
. SCREW, NI PLATE. SELF TAP . 1 0-32 ,0 .375LG ATT PT 


1 
1 

4 


A 
B 
A 


-379 
-380 
-380 


2566606 
2566647 
2575293 




. SCREW, NI PLATE, HEX HD, , 0. 25-20, 0. 375LG ATT PT 
. WASHER, NI PLATE, . 203ID,0 .4380D ATT PT 
. WASKER,G.265lE,0.562OD ATT PT 


4 
4 
4 


B 
A 
B 


-381 
-382 
-383 


350977 

10170 

21C863 




COVER 

SCREW, BD HD,6-32,C.250LG ATT PT 

STUD-SHIELD MTG .TAPPED, NO. 6-32 ATT PT 


1 

2 
2 




-384 
-384 
-385 


4119224 
1993806 
2566606 




TRANSFORMER ASM, CONSTANT VOLTAGE 

TRANSFORMER 

SCREW, NI PLATE, HEX HD, , 0. 250-20 ,0. 3 75LG ATT PT 


1 
1 

4 


A 
B 


-3fcfc 
-387 

-388 


2575293 

25S8861 
2566607 




WASHER,0.265IE,0.5620D ATT PT 
. BRACKET 

SCREW, NI PLATE, ED HE, 10 -32 , 0. 250LG ATT PT 


4 
1 
3 




-389 
-390 
-390 


£26376 

361536 

5252817 




CAP-INSULATION 
CAPACITOR, PAPER- AC 
. CAPACITOR 


2 
1 
1 




-391 
-392 
-393 


517197 
2566603 
2596649 




BRACKET -CAPACITOR MOUNTING 

SCREW, NI PLATE, BD HD , 8- 32 ,0 . 3 12LG ATT PT 

. PANEL 


2 
2 
1 




-394 
-395 
-396 


2566626 
2566617 
260C645 




. NUT,NI PLATE, HEX, 8-32 ATT PT 

SCREW, NI ELATE, BD EE, 8- 32 ,0 . 375LG ATT PT 

. SCREW, COUNTERSUKK HE, 8-3 2,0 . 31LG ATT PT 


4 

7 
1 




-39 7 

-398 


2E66607 
2596645 




SCREW, NI PLATE, BD HD, 10-32,0. 25.LG ATT PT 
. BOX, AC 


1 
1 
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414 



404 



405 




400 



FIGURE 14. AC BOX ASSEMBLY. SHEET 6 OF 7. INEEX NOS. 399-419. SEE LIST 1<4. 
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FIGURE - 

INDEX 

NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC BOX ASSEMBLY (PART 6 OF 7) 










CODE A, 50HZ 
CODE E. 60HZ 






14 - 


2600736 




\C BOX ASSEMBLY (CONTINUED! 


REF 




-399 
-400 
-401 


2606626 
2596365 
5374446 




. PANEL ASM, SEQUENCE CHANNEL 
. . TERMINAL ASM 
. JUMPER ASM 


1 

48 

8 




-402 
-403 
-404 


53527C4 

523269 

2114965 




. PLUG 
. . SOCKET 

. NUT. HEX, 4-40 ATT PT 


8 

8 

1fi 




-405 
-406 
-4C7 


257S65 
436550 
257S65 




' . WASHER, 0.125 ID,0.250OD ATT PT 
. SCREW, BD HD,4-40,0.500LG ATT PT 
. WASHER. 0.125 ID.0.250OD ATT PT 


16 
16 
16 




-408 
-409 
-410 


5271288 

46594 

2605691 




. TERMINAL 

. SCREW,BD HC, 4-40,0. 125LG ATT PT 

. PANEL. EIUG MOUNTING 


8 
8 




-410A 

-411 

-412 


26C6630 
5318966 
5318968 




. INSULATOR 

. SPRING RETAINER 

. BELAY 






-413 

-414 
-415 


2557769 

2145026 

232398 




. SOCKET 

. NUT, HEX ,4-40 ATT PT 

. WASHER. NEOPRENE. 0. 1 15ID. 0.266OD ATT PT 






-416 
-417 
-416 


5712241 
2111232 
1142791 




. SCREW, ROUND HD, 4-40,0. 500LG ATT PT 

. DIODE 

. TERMINAL 


10 
16 




-419 • 


2606627 




. 30AFD, CIRCUIT 


1 
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FIGURE 11*. AC BOX ASSEHBLY. SHEET 7 OF 7. Ill EEX NOS. U20-436. SEE LIST 14. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






AC BOX ASSEMBLY (PART 7 CF 7) 










CODE A, 50HZ 
CCDE E. 60HZ 






-420 


2605663 


. LINE FILTER ASM 


REF 




-421 
-422 


5255237 
2605662 






USED CN BACHINES WITH EC 391337 ONLY 
SCREW, HEX SOC HD, 10-3 2, 0. 375LG ATT PT 

COVER 


4 

1 




-423 
-424 
-4 25 


237872 
2574813 

5235680 






CHANNEL 

SCREW, NI PLATE, BD HD, 4-40 ,0. 3 12LG ATT PT 

LABEL-LINE VOLTAGE ALWAYS PRESENT 


AR 
8 




-426 
-427 
-428 


2605667 
2605659 
26C5668 






JUMPER 
JUMEEfi 
JUMFER 






-429 
-430 


2605659 
5367677 






JUMPER 
RESISTOR ASK 

COMPONENT PARIS NOT REPLACEABLE 


4 




-431 
-432 
-433 


5213430 
2566612 
25748C5 






CAPACITOR 

NUT,NI PLATE, HEX, 10-32 ATT PT 

WASHER, LOCK. NI EL ATE. ET .0 . 195ID.0. 3950D ATT PT 


4 
4 
4 




-434 
-435 
-436 


25666C9 
523568C 
2605661 






SCREW, NI PLATE, EC HE , 1 0-32, 0. 560.LG ATT PT 

LABEL-LINE VOITAGE ALWAYS PRESENT 

BOX 


8 
1 

1 
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19C 




FIGUHE 15. KELAX GATE ASSEMBLY. SEE LIST 15. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






RELAY GATE ASSEMBLY 






15 - 


2596573 


RELAY GATE ASM 

FCE NEXT HIGHER ASM SEE FIGURE 14 


REF 




- 1 

- 1A 

- 2 


2604659 

257701 

2596599 


. SCREW, UNDRCT, HEX HD , ,8-32,0. 250LG ATT PT 
. CIR CLIP,0. 125IC,0. 5000D,C.020THK ATT PT 

. BRACKET 






- 3 

- 4 

- 5 


2566626 

55901 

2598611 


. NUT,NI PLATE, HEX, 8-32 ATT PT 
. WASHER, LOCK, ET, 0. 1 68ID, 0. 38 10D,0. 023THK ATT PT 
. SCREW, SHOULDER, 8-32. 0.438LG ATT PT 






- 6 

- 7 

- 9 


2596575 

25666C7 

811804 


. COVER, RELAY GATE 

. SCREW, BD HD,1C-32,0.250LG ATT PT 

. GUIDE, CARD 






- 1 1 

- 13 

- 15 


811802 
8118C2 
811804 


. GUIDE, CARD 
. GUIDE, CASE 
. GUIDE. CARD 






- 17 

- 18 

- 19 


811804 

25S6469 

811802 


. GUIDE, CARD 

. CABLE HARNESS 

. GUIDE. CARD 


REF 




- 19A 

- 19B 

- 19C 


532393 
2575295 
2566647 


. CLAMP, ADJUSTABLE CABLE 

. SCREW, BD HD, 10-32, 0.375LG ATT PT 

. WASHER. NI PLATE, 0.203ID.0.438OB ATT PT 






- 20 

- 21 

- 21 


473442 
2604368 

259S332 


. GECMHET 

. SLT EOARD (USED WITH ABM) 

. SLT.ECARE (EASIC) 


AR 




- 22 

- 23 

- 24 


£13179 
357820 
625651 


. CLAKP-BOARD 

. SCREW, SOC HD,4-40,0.500LG ATT PT 

. RELAY, TIME DEIAY.8 SECS fK5) 






- 25 

- 26 

- 30 


2566602 
2 111232 
2*02067 


. SCREW, NI PLATE, BD HD , 4-40 ,0. 250LG ATT PT 
. DICDE 
. BRACKET 






- 31 

- 32 

- 33 


2566629 
2574662 
2574803 


. NUi',NI' PLATE, HEX, 6-32 ATT PT 
. SCREW, BD HD, UNDRCT, 6-32, 0.375LG ATT PT 
. WASHER,LCCK,IT,G. 1 4 1ID, 0. 30 50D ATT PT 


2 
2 
2 




- 34 

- 35 

- 36 


5313968 
5318967 
5364197 


. RELAX, 4 POLE, (K6, K8 ,K 10 ,K1 1 , K12 ,K1 3 AND K14) 

. S0CKET,RELAY 

. GBOUND JUMPER WIRE 


7 
7 
7 




- 37 

- 38 

- 39 


338238 
5318966 
5 213449 


. SCaEW,HD HD,4-40,0.312LG ATT PT 

. CLIP 

. RELAY, 4-POLE, (K7,K9 AND K15) 


7 
7 
3 




- 40 

- 41 

- 42 


5 318967 

53641S7 

338238 


. SOCKET, BELAY 

. GROUND JUMPER WIRE 

. SC3EW,ED HE,4-40,0.312LG ATT PT 


3 
3 
3 




- 43 

- 44 

- 45 


5318966 
734679 
179743 


. CLIP 

. SWITCH, TOGGLE, DPDT, 

. NUT, HEX, C. 469-32 ATT PT 


3 
1 
2 




- 4b 

- 47 

- 48 


159373 
215680 
215679 


. WASHED, LOCK-ET 0. 469ID, 0. 750OD ATT PT 
. SWITCH, PUSH-NC 125V AC 1 AMP 
. SWITCH, PUSH-NO 125V AC 1 AMP 


1 
2 
1 




- 49 

- 50 

- 51 


12307C 
2 599166 
2600645 


. GROMMET-RUBBER 

. SUFPOhT ASM 

. SCREW, COUNTERSUfcK HD, 8-32 ,0 . 31 2LG ATT PT 


1 
1 
1 




- 52 

- 53 

- 54 


2596576 

236550 

2596577 


. TERMINAL BLOCK 

. SCREW, BD HD, 4-40,0. 375LG ATT PT 

. RESISTOR ASM l 


4 
8 
2 




- 54A 


26C6622 


COMPONENT PARTS NOT REPLACEABLE 
. CAPACITOR ASM 

CCMEONENT PARTS NOT REPLACEABLE 


1 




- 55 

- 56 


2602320 
2596577 


. DIODE ASM 

COMPONENT PARTS NOT REPLACEABLE 
. RESISTOR ASK ■ 


1 
2 




- 59 

- 60 


532393 
2575295 


COMPONENT PARTS NOT REPLACEABLE 
.CLAMP, ADJUSTABLE CABLE 
. SCREW, ED HE, 10-32, 0.375LG ATT PT 


1 
1 




- 61 

- 62 

- 63 


2566647 
2111232 

25S6574 


. WASHER, NI PLAIE,0.203ID,0.438OD ATT PT 
. SEMICONDUCTOR DEV ICE, DIODE-TYPE AM 

. GATE, RELAY 


1 

11 

1 
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FIGURE 16. POMES FBAilE ASSEiUlLY. SHEET 1 OF 2. INDEX NCS. 1-13U. SEE LIST 16. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






POWER FRAME ASM (EAST 1 OF 2) 






16 - 


2598300 


POWER FRAME 

FCR NEXT, HIGHER ASM SEE FIGURE 2-119 


REF 




- 1 

2 

- 3 


2598565 
2566617 
2602222 




COVER, TRANSFORMER BOX 

SCREW, BD HD, 8-32,0. 375LG ATT PT 
. CCVER, REGULATOR 


1 

6 

1 




- 4 

- 5 

- 6 


438567 

2599122 

436586 




SCREW, BD HD,8-32, 1. 125LG ATT PT 
. KEEPER, DUAL REGULAR 

SCREW, BD HD.8-32. 1.250LG ATT PT 


8 

12 

3 




- 7 

- 8 

- 9 


5797470 
5797470 
2572740 




POWER SUPPLY ASM 
POWER SUPPLK ASM 
REGULATOR 


1 
1 

1 




- 10 

- 11 

- 11 


2557550 
2572730 




REGULAIOR 
REGULATOR 
REGULATOR. DUAL 


1 
1 
1 




- 12' 

- 12 


2557490 
2557490 




USED ON MACHINES WITH EC 717920 
REGULAIOR, ADD ON (WITH 0-240K) 
REGULATOR, ADD ON (ABOVE 240K) 


1 
2 




- 13 

- 13 

- 13A 


2557550 
2572730 
4140262 




REGULATOR (WITH 0-240K) 
REGULATOR (ABOVE 2 4 OK) 
. RESISTOR ASM, DOUBLE (USED ON MODEL 3) 


1 

1 
1 




- 13A 

- 13B 

- 13C 


4140475 

2598466 

38686 




RESISTOR ASM, SINGLE (USED ON MODEL 3) 
. CABLE ASM 
. SCREW 


1 
AR 
AR 




- 13D 

- 13E 

- 13F 


3960 

76574 

2604987 




. NUT 

. LOCKWASHER 

. JUMPER 


AR 
AR 
AR 




- 13G 

- 13H 

- 13J 


2566603 
440487 
513380 




. SCREW 
. SCREW 
. WASHER 


AR 
AR 
AR 




- 13K 

- 13L 

- 13M 


5261435 

4140711 

510316 




. RESISTOR 

REGULATOR (USED ON MODEL 3) 

BRACKET 


AR 
1 
2 




- 13N 

- 13P 

- 13R 


2566601 
2566650 
2641192 




SCREW 

LOCKWASHER 

RESISTOR 


2 
2 

1 




- 13S 

- 13T 

- 13U 


4140887 

140425 

45690 




SHIELD (USED ON MODEL 3) 

SCREW ATT PT 

WASHER ATT PT 


1 
2 
2 
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FIGURE 16. POWER FRAME ASSEMBLY. SHEET 2 OF 2. INDEX NCS. 16-64. SEE LIST 16. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






POWER FRAME ASSEMBLY (PART 2 OF 2) 






16 - 
- 16 


25S8300 
5501995 


POWER FRAME (CONTINUED) 

. THERMAL SWITCH. 140<>F . N/C 


REE 
1 




- 17 

- 18 

- 19 


55019S6 
5501S97 
2602066 


. THERMAL SWITCH, 1 55° F, N/C 

. CLIP, THERMAL SW, MOUNTING ATT PT 

. BRACKET 


2 
3 
3 




- 20 

- 21 

- 22 


2566600 
1993802 
1993803 


. SCREW, NI PLATE, BD HD, 6-32, 0.25LG ATT PT 

. TRANSFORMER 
. TRANSFORMER 


3 
1 
1 




- 23 

- 23A 

- 24 


350965 

10170 

2575294 


. SAFETY SHIELD 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. NUT. HEX. 0.250-20 ATT PT 


2 
4 
8 




- 24A 

- 25 

- 26 


2575292 
2566605 
2599166 


. WASHER, LOCK, SPRING, 0.255ID ATT PT 
. SCREW, NI PLATE, HEX HD, ,0.250-20 ATT PT 
. COVER 


8 
8 
2 




- 27 

- 28 

- 29 


232 

9092 

1993610 


. SCREW, FIL HD, 10-32, 0.500LG ATT PT 
. WASHER-LOCK, SERING.0.194ID 0.337OD ATT PT 

.. AC/DC MODULE ASM 


6 
6 




- 29 

- 30 

- 31 

- 32 

- 32 


2637650 
1993470 
1993390 
1993460 

2637340 


. AC/DC MODULE ASM (USED ON MODEL 3) 

. DC MODULE 

. DC MODULE 

. DC MODULE 

. DC MODULE (USED ON MODEL 3) 






- 33 

- 34 

- 35 


1S93480 

1S93470 

232 


. AC/DC MODULE ASK, 70 AMP 

. DC MODULE 

. SCREW, FIL HD. 10-32.0. 500LG ATT PT 


1ft 




- 36 

- 37 

- 38 


9092 
90261 
65756 


. WASHER-LOCK, SPRING, 0. 194IC 0.337OD ATT PT 
. SCREW, BD HD, 0. 250-20, 0.438LG ATT PT 
. WASHER, LOCK-IT . 267ID f 0. 4780D ATT PT 


18 
6 




- 39 

- no 

- 41 


36109 

65756 

2566607 


. NUT, HEX, 0.250-20 ATT PT 
. LGCKWASHER, IT, 0.256 ID,0.478OD ATT PT 
. SCREW, NI PLATE. ED HD . 10-32 . 0. 250LG ATT PT 


6 

6 

3fi 




- 42 

- 43 

- 44 


25S6481 
2575295 
2598405 


. BRACKET, TRANSFORMER MOUNTING 

. SCREW, BD HD, 10-32, 0.375LG ATT PT 

. BRACKET, MOUNTING 


2 

8 
4 




- 45 

- 51 

- 52 


2575295 
2600740 
2600741 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 
. BAFFLE ASM 
. BAFFLE ASM 


16 




- 53 

- 54 


2566610 
2598939 


. SCREW, BD HD,8-32,0.250LG ATT PT 
. COOLING UNIT ASM,50HZ 

CCMFCNENT PARTS NOT REPLACEABLE 


8 




- 54 

- 54 


2598940 
26074S7 


. COOLING UNIT ASK,60HZ 

COMPONENT PARTS NOT REPLACEABLE 
. COOLING UNIT ASM, 50HZ 






- 54 


2607498 


USED ON MACHINES WITH EC 393108 
COMPONENT PARIS NOT REPLACEABLE 
. COOLING UNIT ASM, 60HZ 






- 55 


2566603 


USED ON MACHINES WITH EC 393108 
COMPONENT PARIS NOT REPLACEABLE 
. SCREW, NI PLATE, BD HD ,8-32 ,0 . 312LG ATT PT 


2 




- 56 

- 57 

- 58 


2604967 

2566603 

515380 


. JUMPER 

. SCREW, NI PLATE, BD HD, 8-32,0 . 3 1 2LG ATT PT 

. IhSULATOR 


2 

4 

4 




- 59 

- 60 

- 61 


52614 35 

44C487 

2596659 


. HESISIOR,FXD 

. SCREW, HEX HD, 10-32, 4. 44LG AIT PT 

. RAIL ASM 


2 

2 

13 




- 62 

- 63 

- 64 


2561756 

730432 

2598403 


. SCREW, BD HD,UNDECT, 10-32,0. 675LG 

. GROMMET 

. FRAME, POWER 


26 

AR 

1 
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FIGURE 16. POWER FRAME ASSEMBLE. SHEET 1 OF 2. INDEX MCS. 1-13. SEE LIST 16. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






POWER FRAME ASM (EAET 1 OF 2} 






16 - 


2558300 


POKER FEAtlE 

FCE NEXT, HIGHER ASM SEE FIGURE 2 


REF 




- 1 

- 2 

- 3 


2598565 
2566617 
2602222 


. COVER, TRANSFORMER BOX 

. SCREW, BD HD,8-32,0.375LG ATT PT 

, CCVEE.EEGULATCR 


1 

6 

1 




- 4 

- 5 

- 6 


438567 

2599122 

438586 


. SCREW, BD HD,8-32, 1. 125LG ATT PT 

. KEEPER, DUAL EEGULAR 

. SCREW, BD HD,8-32, 1.250LG ATT PT 


7 

11 

3 




- 7 

- 8 

- 9 


5797470 
579747C 
2572740 


. POWER SUPPLY ASM 
. POWER SUPPLY ASM 
. REGULATOE 


1 
1 
1 




- 10 

- 11 

- 11 


255755G 
2572730 


. REGULATOR 
. REGULATOR 
. REGULATOR. DUAL 


1 
1 
1 




- 12 

- 12A 


255749C 
255749C 


USED CN MACHINES WITH EC 717920 
. REGULATOR, ADD CN (WITH 0-240K) 
. REGULATOR, ADD CN (ABOVE 240K) 


1 
2 




- 13 

- 13 


2557550 
2572730 


. REGULATOE (WITH 0-240K) 
. REGULATOR (ABOVE 240K) 


1 

1 
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FIGURE 16. POWER FRAME ASSEMBLY. SHEET 2 OF 2. INDEX HCS. 16-64. SEE LIST 16. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






POWER FHAME ASSEMELX (PART 2 OF 2) 






16 - 
- 16 


2598300 
5 501995 


POWER FRAME (CONTINUED) 

. THERMAL SWITCH . 140°F . N/C 


REE 
1 




- 17 

- 18 

- 19 


5501996 
5501997 
2602066 


. THERMAL SWITCH, 155°F, N/C 

. CLIP, THERMAL SW, MOUNTING ATT PT 

. EEACKET 


2 
3 

3 




- 20 

- 21 

- 22 


2566600 
19938C2 
1993803 


. SCREW, NI PLATE, ED HE, 6-32,0 .25LG ATT PT 

. TRANSFORMER 
. TRANSFORMER 


3 
1 
1 




- 23 

- 23A 

- 24 


350965 

10170 

2575294 


. SAFETY SHIELD 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. NUT, HEX, 0.250-20 ATT PT 


2 
4 




- 24A 

- 25 

- 26 


2575292 
2566605 
2599166 


. WASHES, LOCK, SPRING, 0.255ID ATT PT 
. SCREW, NI PLATE, HEX HD, ,0.250-20 AIT PT 
. COVER 


8 
8 
? 




- 27 

- 28 

- 29 


232 

9092 

1S93480 


. SCREW, FIL HD, 10-32, 0.500LG ATT PT 
. WASHER-LOCK, SERING,0.194IE 0.337OD ATT PT 
. AC/DC MODULE ASM. 70 AMP (0-240K) 


6 
6 




- 30 

- 31 

- 32 


199347G 
1993390 
1993460 


. DC MODULE 
. DC MODULE 
. DC MODULE 






- 33 

- 34 

- 35 


1S93480 

1993470 

232 


. AC/DC MODULE ASK, 70 AMP 

. DC MODULE 

. SCREW, FIL HD, 10-32.0. 500LG ATT PT 


18 




- 36 

- 37 

- 38 


9C92 
90261 
65756 


. WASHEH-LOCK, SPRING, 0. 194IE 0.337OD ATT PT 
. SCREW, BD HD, 0. 250-20, 0. 438LG ATT PT 
. WASHER, LOCK-IT . 267ID, 0. 4780D ATT PT 


18 
6 




- 39 

- 40 

- 41 


361C9 

65756 

2566607 


. NUT, HEX, 0.250-20 ATT PT 
. LCCKWASHER, IT, 0.256 ID,0.478OD ATT PT 
. SCREW, NI PLATE, ED HE . 10 -32. 0. 250LG ATT PT 


6 

6 

3fi 




- 42 

- 43 

- 44 


25S6481 
2575295 
2598405 


. BRACKET, TRANSFORMER MOUNTING 

. SCREW, BD HD,1C-32,0.375LG ATT PT 

. BRACKET, MCUNTING 


2 

8 
4 




- 45 

- 51 

- 52 


2575295 
2600740 
2600741 


. SCREW, BD HD, 10-32, 0.375LG ATT PT 

. BAFFLE ASM 
. BAFFLE ASM 


16 




- 53 

- 54 


2566610 
2598939 


. SCREW, BD HD,8-32,0.250LG ATT PT 
. COOLING UNIT ASM,50HZ 

COMPONENT PARTS NOT REPLACEABLE 


8 




- 54 

- 54 


2598940 
26074«7 


. COOLING UNIT ASR,60HZ 

COMPONENT PAHTS NOT REPLACEABLE 
. COOLING UNIT ASM, 50HZ 






- 54 


2607498 


USED ON MACHINES WITH EC 393108 
COMPONENT PARTS NOT REPLACEABLE 
. COOLING UNIT ASM, 60HZ 






- 55 


2566603 


USED ON MACHINES WITH EC 393108 
COMPONENT P8RTS NOT REPLACEABLE 
. SCREW, NI PLATE, BD HD ,8-32,0 . 312LG ATT PT 


2 




- 56 

- 57 

- 58 


2604967 

2566603 

515380 


. JUMPER 

. SCREW, NI PLATE, BD HD,8-32 ,0. 3 1 2LG ATT PT 

. I&.SULATOR 


2 
4 

4 




- 59 

- 60 

- 61 


5261435 

440487 

2596659 


. RESISTOR, FXD 

. SCREW, HEX HD,10-32,4.44LG ATT PT 

. RAIL ASM 


2 

2 

13 




- 62 

- 63 

- 64 


2561756 

730432 

2598403 


. SCREW, BE HD,UNDBCT, 10-32, 0. 675LG 

. GROMMET 

. FRAME, POWER 


26 

AE 
1 
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10 12 



31 32 33 30 



See 
Detail B 




Detail B 



FIGURE 17. P/U FBAME GEOUP-1403. SHEET 1 OF 5. INDEX NOS. 1-48. SEE LIST 17. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






P/U FRAME GEOUP-1403 (PART 1 OF 5) 










CODE A, USED CN MACHINES WITHOUT EC 393169 
CODE E. USED CN MACHINES WITHOUT EC 393036 






17 - 


2602046 


P/U FRAME GEOUP-1403 


REF 




- 1 

- 2 


2601690 
2566614 


FOE NEXT HIGHER ASSEMBLE SEE FIGDEE 4 
. HINGE, GATE 
. SCREW, NI PLATE. HEX HD .. 0. 25-20 . 0. 500LG ATT PT 


2 

4 




- 3 

- 4 
_ 5 


2574804 
2601689 
2566601 


. WASHER, LOCK, NI PLAT I, ET, 0. 1 68ID,0. 3650D ATT PT 

. BAH, HINGE MOUNTING 

. SCREW, NI PLATE, BD HD ,6- 32 ,0 . 312LG ATT PT 


4 
2 
4 




- 6 

- 7 

- 8 


2574803 
2601675 
2566607 


. WASHER,LOCK,IT,0.141IB,0.305OD ATT PT 

. PANEL ASM 

. SCREW. NI PLATE. BD HE . 10- 32. 0. 250LG ATT PT 


4 
1 
4 




- 9 

- 10 

- 10A 


2601710 

2601704 

471672 


. . PAD 
. CCVER 
. CHANNEL 


1 
1 

AR 




- 11 

- 11A 

- 12 


256-6606 
25748C5 
2 56 : 6610 


. SCREW, NI PLATE, ED HE, 10-32, 0. 500LG ATT PT 
. WASHER, LOCK, NI PLATE, ET ,0 . 1 95ID,0. 3950D ATT PT 
. SCREW. BD HD.8-32.0.250LG ATT PT 


3 
3 
3 




- 13 

- 14 

- 15 


2601674 
2566624 
2566625 


. DUCTING, CABLE 

. SCREW, NI PLATE, BD HD ,6-32 ,0 . 188LG ATT PT 

. SCREW, NI PLATE, BD HE . 8-32 .0. 500LG ATT PT 


1 
2 
? 




- 16 

- 17 

- 17A 


2601,673 
2601007 
2574803 


. BRACKET, SEQ SUPPORT 

. SCREW, HD, 6-32, 0.500LG ATT PT 

. WASHER.LOCK.il. 0. 14 1ID. 0. 30 50D ATT PT 


1 

2 
■> 




- 17B 

- 18 

- 19 


2566629 

E32393 

25666C9 


. NUT,NI ELATE, HEX, 6-32 AIT PT 

. CLAMP 

. SCREW, NI PLATE, BD HD . 10-32. 0. 50CLG ATT PT 


2 
1 
1 




- 20 


KC NO 


. PANEL ASSEMBLE 

FOR DETAIL PARTS SEE FIGURE 17 
PART 4 ITEM 164 


1 




- 21 

- 22 

- 23 


2566607 
26017C0 
2566607 


. SCREW, MI PLATE, BD HD , 10-32,0. 25LG ATT PT 

. PLATE 

. SCREW, NI PLATE, BD HD , 10-32, 0. 25LG ATT PT 


3 
1 

4 




t 24 

- 25 

- 26 


25748C5 
2601666 
2 574810 


. WASHEF,NI PLATE, LOCK, ET, 0. 1 95ID,0.395OD ATT PT 

. BRACKET, TRANSFORMER MOUNTING 

. SCREW, NI PLATE, SELF TAP , 10-32, 0.375LG ATT PT 


4 
1 
4 




- 27 

- 28 

- 29 


5252538 
2566612 
25748C5 


. TRANSFORMER 

. NUT,NI PLATE, HEX, 10-32 ATT PT 

. WASHER, NI PLATE, LOCK, ET . 0. 1 95ID.0. 3950D ATT PT 


1 
4 
4 




- 30 

- 31 

- 32 


2601677 
2566600 
2566645 


. STRIKE 

. SCREW, NI PLATE, ED HD, 6-32,0 . 25LG ATT PT 

. WASHER, NI PLATE, 0. 1 56ID ,0 . 3120D ATT PT 


1 
2 
2 




- 33 

- 34 

- 35 


2601676 
2566600 
2566645 


. BRACKET, STRIKE 

. SCREW, NI PLATE, BD HD, 6-32,0 . 25LG ATT PT 

. WASHER, NI PLATE,0.156ID,0.312OD ATT PT 


1 
2 
2 




- 36 

- 37 

- 38 


2566612 
2574805 
26G1664 


. NUT,NI PLATE, HEX, 10-32 ATT PT 
. WASHER, LOCK, NI PLATE, ET , 0. 1 95ID,0. 3 950D 

. PLATE, MESH 


1 
1 
1 




- 38A 

- 39 

- 39A 


2574810 

2602356 

316807 


. SCREW, NI PLATE, SELF TAP, 10-32, 0.375LG AIT PT 

. BRACKET, LATCH 

. SCREW, FLT HD,6-32,0. 132LG AIT PT 


11 
1 

2 




- 39B 

- 39C 

- 40 


257187 

62031 

2601670 


. NUT, HEX, 6-32 ATT PT 
. WASHER, LOCK, IT 0. 14 1ID, 0. 2950D ATT PT 
. GLIDE 


2 

2 
4 




- 41 

- 42 

- 42A 


26C7148 
2601679 
2566600 


. PIN, HINGE 

. BRACKET, COVER HINGE 

. SCREW, NI PLATE, BD HD, 6-32, 0.250LG ATT PT 


2 
2 
4 




- 4 2B 

- 43 

- 43A 


2574803 
2601680 
2566600 


. WASHER, LOCK, IT, 0. 14 1ID, 0. 30 50D ATT PT 

. BRACKET, HINGE 

. SCREW, NI PLATE, BD HD ,6-32 ,0.250LG ATT PT 


4 
4 
4 




- 43B 

- 44 

- 44A 


2574803 
548C534 
2575295 


. WASHER, LOCK, IT 0. 14 1ID, 0. 305OD ATT PT 

. BRACKET, KICKELAIE 

. SCREW, BD HD, 10-32, 0.375LG ATT PT 


4 
4 
8 




- 4b 

- 46 

- 47 


2607149 
2601696 
2574810 


. LABEL-CAUTION, POWER ON 

. FRAME CBM 

. SCREW, NI PLATE, SELF TAP, 10-32, 0.375LG ATT PT 


1 

1 

10 




- 48 


2601691 


. BOX, POWER 


1 
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FIGURE 17. P/U FBAME GEOUP-1403. SHEET 2 OF 5. INDEX NOS. 49-100. SEE LIST 17. 
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FIGURE- 
INDEX 
NUMBER 


< PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






P/O FRAME GROUP-1403 (PART 2 OF 5) 










CODE A, USED CM MACHINES WITHOUT EC 393169 
CODE E. USEE CN MACHINES WITHOUT EC 393036 






17 - 


2602046 


P/U FRAME GFOUF-1403 


REF 




- 49 

- 50 

- 51 


2601665 

473442 

5466928 


. GUARD ■■■.-.•.: 

. CHANNEL STRIP 

. SCREW, NI PLATE, HEX HD .. 6-32 .0. 2 5LG ATT PT 


1 

AE 

5 




- 52 


NC NO 


. CAPACITOR PLATE ASSEMBLY 

FOE DETAIL PARTS SEE FIGURE 17 
PART 5 ITEM 217 


1 




- 53 

- 54 

- 55 


2574810 
2601688 
5488928 




SCREW, NI PLATE, SELF TAP, 10-32,0. 375LG ATT PT 

COVER, SIDE 

SCREW, NI PLATE. EEX HD . , 6-32 . 0. 250LG ATT PT 


1 

5 




- 56 

- 57 

- 58 


2601672 
2601006 
2566627 




. CLAMP 

SCREW, SOCKET HD,0 . 3 12- 1 8, 2. 750LG ATT PT 
NUT, HEX, 0.312-18 ATT PT 


2 
1 
1 




- 59 


2601005 




SCREW, SOCKET HD, 0.312-18, 3. COLG ATT PT 
ITEMS 78560 THROUGH 64 USED 
WITH CNFLOOE CAELING 


2 




- 60 

- 61 

- 62 


2566627 
2574800 
2601660 




NUT, HEX, 0.312-16 ATT PT 
WASHER, LOCK, SPRING, C. 31 9IC, 0. 5910D ATT PT 

. BRACKET 


2 
2 
1 




- 63 

- 64 

- 65 


2602299 
25746C0 
2481716 




SCREW, HEX, SOCKET HD,C. 312-18, 0.500LG AIT PT 
WASHER, LOCK, SPRING, C . 31 9IE, 0. 59 1 OD ATT PT 

HEATSINK 


2 
2 

1 




- 65 

- 66 

, - 67 


2481713 
2566632 
2481676 




. HEATSINK 

SCREW, BD HD,8-:32,0.625LG ATT PT 
INSULATOR ATT PT 


1 
3 

3 




- 68 

- 69 

- 70 


10170 

596479 

11596 




SCREW, BD HD,6-32,0.250LG ATT PT 

SEtflCCNDUCTOR DEVICE-EIODE, 150V 10A 

NUT, HEX, 10-32 ATT PT 


1 
3 
3 


A 
A 


- 71 

- 72 

- 73 


56121 
316996 
533372 




WASHER, LOCK, IT 0. 195ID, 0. 38 10D ATT PT 
TERMINAL, LUG- NCNINSHLATED ,9 AWG, NO. 8 MTG HOLE 
WASHER, 0. 199ID,0. 6250D 


3 
3 
6 


A 
A 
A 


- 74 

- 75 

- 75 


533371 

5S6479 
596479 




BUSHING ' 
SEMICONDUCTOR D EVICE-DIODE, 150V 10A 
SEMICONDUCTOR DEVICE-EIODE, 150V, 10A 


3 

3 
6 


A 
A 


- 76 

- 76A 

- 7 6B 


11598 
56121 
45690 




NUT, HEX, 10-32 ATT PT 
WASHER, LOCK-IT 0.195ID 0.381OD ATT PT 
WASHER, 0.203lE,0.436OD ATT PT 


3 
3 

3 


A 


- 77 

- 78 

- 73A 


2601661 

2566609 
2 5666 12 




CLAMP 

SCREW, SLOTTED HEX HD, 0. 250-20, 0. 625LG ATT PT 
. NUI,NI PLATE, 10-32 AIT PT 


1 
2 
2 




- 78II 

- 79 

- 79A 


2574805 

352826 

1C170 




WASHER LOCK,NI ELAIE, ET , 0. 1 95,0 . 3950D ATT PT 
. COVER, TERMINAL 

SCREW, BD HD,6-32,0.250LG ATT PT 


2 
1 
2 




- 80 

- 81 

- 82 


323842 
589814 
210883 




TERMINAL BOAHE- 12 LBL SCREW TEKMINALS 

SIR IP, MARKER 

STUD-SHIELD MTG ,T APPED, NO. 6-32 ATT PT 


1 
1 
2 




- 83 

- 64 

- 84A 


36354 

2601601 

1C170 




SCREW, FIL H 6-32,0.500LG ATT PT 

CIA MP 

SCREW, BD HD,6-3 2,0.250LG ATT PT 


2 
1 
2 




- 85 

- 66 

- 87 


317435 
£279 1o 
210883 




TERMINAL BOARD- 4 DEI SCREW TERMINALS 

MARKS'* SI RIP 

SIUD-SHIELD MTG, TAPPED, 6-32 AIT PT 


1 
1 

2 




- 88 

- 09 

- 39A 


36 3 54 
2601894 
2566609 




SCREW, F1I HD,6-32,C.500LG ATT PT 

CLAMP 

SCREW, NI PLATE, DD HD , 10-32, 0. 5C0LG ATT PT 


2 
1 
2 




- 9c 

- 90 A 

- 900 


26018 93 
2566612 
2574b05 




BRACKET 

NUT,NI PLATE, HEX, 10-32 ATT PT 

WASHES LOCK,NI PLATE, ET, . 1 95ID, 0. 3950D ATT PT 


1 

4 
4 




- 90C 

- 91 

- 91A 


2 599 119 
2566607 
2574805 




SCREW, HI PLATE, FLAT HD, 10 -32,0 . 375LG AIT PT 
SCREW, NI PLATE, BD HD , 10-32, 0. 25LG ATT PT 
WASHES, NI PLATE, LOCK, ET, 0.1 95IC, 0. 3950D ATT PT 


4 
4 
4 




- 9 2 

- 92A 

- 93 


5 261 67 

362206 

2102370 




CAPACITOH-ELSCTROLXTIC,CAN TXPE 

COVER, CAPACITOR 

BRACKET 


1 
1 

2 




- 93A 

- 94 

- 9 5 


2 5t-:6b0 9 

518576 

26 016 93 




SCREW, NI PLATE, ED HD, 10-32, 0. 500LG ATT PT 

RUBBER CHANNEL 
SUPPOJT 


2 

AS 

1 




- 96 

- S6A 

- 97 


2601696 
2574815 
5236793 




BRACKET .......... 

SCREW, SEIF TAP, SI PLATE, HEX HD , , 8-32, 0.250LG ATT PT 
LABEL 


1 
2 
1 




- 9d 

- 98A 


2 5986b/ 
2566607 




SUf-l-05T,MALE 

SCREW, NI PLATE, BD HD, 10 -32, -. 250LG ATT PT 


2 
4 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


17 - 98B 
- 99 


25748C5 
NC NO 


. WASHER, LOCK, NI PLATE, ET,0 . 1 95 ID,0.395OD ATT PT • 
. RECTIFIES MOUNTING ASSEMBLY 


4 
1 




- 99A 


2566607 


FOB DETAIL EASTS SEE FIGURE 17 
PART 5 ITEM 210 
. SCREW, NI PLATE, BD HD , 10-3 2, 0. 25LG 


1 




-100 
-1C0 


2606839 
NO NO 


. BRACKET 

. CLAMP ASSEMBLY 

FCfc DETAIL EARTS SEE FIGURE 17 


1 
1 


B 


-100A 
-100A 


2£b6612 
11598 


PART 5 ITEM 232 
. NUT,NI ELATE, HEX, 10-32 
. NUT. HEX. 10-32 ATT PT 


4 
4 


B 


-100B 
-100B 
-100C 


25748C5 

56079 

2574665 


. WASHER, LOCK, NI PLATE, ET, 0. 1 95ID,0. 3950D 

. WASHER, LOCK, ET 0.195ID 0.410OD ATT PT 

. SCREW. NI PLATE. FLAT HD. 10-3 2. 0. 500LG 


4 
4 
4 


B 


-100C 


367 


. SCREW, FL HD,1C-32,0.625LG ATT PT 


4 


B 
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FIGUHE 17. P/0 FRAME GROUP-1403. SHEET 3 OF 5. INDEX NCS. 101-163. SEE LIST 17. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






P/U FRAME GEOUP-1403 (PART 3 OF 5) 










CODE A, USED CN MACHINES WITHOUT EC 393169 
CODE E. USEE CN MACHINES WITHOUT EC 393036 






17 - 


2602046 


P/U FRAME GEOUP-1403 


REE 




-101 

-101A 

-102 


2606666 
2636056 
2601714 


. COVER ASM 

. LABEL 

. COOLING UNIT ASSEMBLY .50HZ 


1 
1 
1 




-102 


2601715 


FOE DETAIL TARTS SEE FIGURE 13C 
. COOLING UNIT ASSEMBLY, 60HZ 

FOE DETAIL PARTS SEE FIGURE 13D 


1 




-103 
-104 
-105 


2601657 

2566617 

60646 


. PLENUM ASM 

. SCREW, NI PLATE, BD HD, 8-32 ,0 . 375LG ATT PT 

. WASHEB.LOCK.IT 0. 168ID. C.34COD ATT PT 


1 
6 
6 




-106 
-107 

-108 


259S334 
£11417 
813179 


. CUSTOMIZED BOAED ASM 

. SCREW, HEX, SOCKET H , 6-32 , .500LG ATT PT 

. CLAMP-EOAED 


1 

8 
8 




-109 
-110 
-113 


8110 90 

582C7 

533360 


. LCCATOR-OVAL 

. SCREW, SLOT BD HE, 8-32,0 . 2 50LG ATT PT 

. COVER. TERMINAL BOAED 


152 
4 

1 




-1U 
-115 
-116 


10170 

82353 

620240 


. SCREW, BD HD, 6-32,0. 250LG ATT PT 
. TERMINAL BOARD 14 EEL SCREW TERMINALS 
. INSULATOR 


2 
1 
1 




-117 
-118 
-119 


210883 

38354 

2601871 


. STUD-SHIELD MTG,T APPED, NO. 6-32 AIT PT 
. SCREW, FIL H,6-32,C.500LG ATT PT 
. BRACKET 


2 
2 
1 




-120 
-121 
-122 


10170 

327922 

25627 


. SCREW, BD HD,6-32,0.250LG ATT PT 

. CLAMP, CABIE-0. 625 EIAMETEE 

. SCREW, BD HD.8-32.0.500LG ATT PT 


2 
2 
2 




-123 
-124 
-125 


22478 
257189 
327922 


. WASHER, 0. 170IC,0.375OD ATT PT 
. NUT, HEX, 8-32 ATT PT 
. CLAMP, CABIE-0. 625 EIAMETEE 


2 
2 
2 




-125 
-126 
-126 


327922 
10170 
10170 


. CLAMP, CABLE-0. 625 DIAMETER 

. SCREW, BD HD,6-32,0.250LG ATT PT 

. SCREW, BD HD,6-32,0.250LG ATT PT 


1 

2 


A 
A 


-127 
-128 
-129 


257189 

22478 

2602367 


. NUT, HEX, 8-32 ATT PT 
. WASHER,0.170ID,0.375OD ATT PT 
. RESISTCR ASM 


2 


A 
A 
A 


-130 
-131 
-131A 


2602368 
5501993 
2607121 


. CAPACITOR ASM 

. THERMAL SWITCH, 122° F, N/C 

. CLIP, RETAINING 




A 


-132 
-133 
-134 


5502007 
55726 
62C51 


. CLIP,THEEKAL SWITCH 

. SCREW, BD HD, 6-32,0. 188LG ATT PT 

. WASHER, LOCK-IT 0.141ID 0.295OD ATT PT 






-135 
-137 


J753S5 
37C841 


. CARD ASW 
. CARD ASM 




A 
A 


-138 
-139 
-141 


2603661 
72828 
22478 


. COVES 

. NUT, HEX, SELF LOCKING, 8-32 ATT PT 

. WASHER, 0. 170IE,0.3750D ATT PT 




A 

A 
A 


-142 
-143 
-144 


25627 

516578 

2601687 


. SCREW-BD. HD,8-32,0.500LG ATT PT 
. SUBEER CHANNEL 
. BRACKET, SMS SCC 


4 


A 

A 
A 


-145 
-146 
-147 


436548 

338169 

2566610 


. SCREW, BD HD, 4-40,0. 188LG ATT PT 
. WASHER, LOCK, ET, 0. 115ID, 0.26OD ATT PT 
. SCREW, BD HD,8-32,0.250LG ATT PT 


8 
8 
4 


A 

A 

A 


-148 
-149 
-150 


2574804 

2U206 

2601669 


. WASHER, LOCK, ET, NO 8,0.365OD ATT PT 
. GUIDE, SINGLE CARDLG 
. CONNECTOR, DUMMY 


4 
4 
8 


A 
A 

A 


-151 
-152 
-153 


216076 

811427 

2602022 


. TERMINAL BLOCK AND CONTACT ASSEMBLY 
. STRAP, CABLE 
. CLAMP 


4 
5 
2 


A 


-154 
-155 
-156 


10170 

2602021 

582C7 


. SCREW, BD HD, 6-32,0. 250LG ATT PT 

. CRADLE 

. SCREW, BD HD,8-32,0.250LG ATT PT 


4 
1 
2 




-157 
-158 
-159 


613451 

25748C8 

813452 


. BRACKET 

. SCREW, NI PLATE, HEX HD,6-32, 0. 380LG ATT PT 

. BRACKET 


1 
2 
1 




-159A 

-160 

-160A 


2£"4fiCe 

2 605765 

10170 


. SC3EW,NI PLATE, HEX HD ,6 -32, C. 380LG ATT PT 

. SUPtOET EHACKET 

. SCREW, BD HD,6-32,0.250LG ATT PT 


2 
1 
1 


A 


-IbOB 

-161 

-161A 


620i1 

2604480 

10170 


. WASHER, LCCK, IT 0. 14 1 1D, . 2950D C.021THK ATT PT 

. CAliD SUPPORT 

. SCREW, BD HD,6-32,C.250LG ATT PT 


1 
1 

1 


A 

A 
A 


- 16 IB 

-162 


620Ji1 
2602348 


. WASHER, LOCK, INTO. 1, 0. 14 1 I C, 0. 2950D, . 02 1 THK ATT PT 
. SHOOT 30LT " 


1 
1 


A 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


17 -162A 
-162B 


10180 
56722 


. SCREW, BD HD,6-32,0.250LG ATT PT 
. WASHES. LOCK. EXT. T.0.150ID AIT PT 


2 
2 




-163 

-163A 

-163A 


2601695 
2606868 
2606869 


. GATE ASH, 1403 PWB SUPPLY UNIT 
. CLAMP, LH 
. CLAMP, RH 


1 

1 
1 




-163B 


38235 


. SCREW, BD HD- 6-32 X 0.312 LG 


4 





















































































































































































































































132 



169 



Detail A 



174 




Detail B 



212A 



FIGURE 17. P/U FBAME GBOUP-1H03. SHEET 4 OF 5. INDEX NCS. 164-216. SEE 1IS1 17. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






P/U FRAME GEOUP-1403 (PART 4 OF 5) 










CODE A, USEE CN MACHINES WITHOUT EC 393169 
CODE B. USED CN MACHINES WITHOUT EC 393036 






17 - 


2602046 


P/U FRAME GROUP-1403 


REF 




-164 
-165 
-165A 


NO NO 

26G1880 

1607258 






PANEL ASSEMBLY 
. COVER, FUSE 
LABEL. WARNING 


1 

1 




-165B 

-166 

-167 


2566610 

21G474 

2602014 






. SCREW, BD HD,8-32,0.250LG ATT PT 

FUSE, CARTRIDGE, 20 AMP 
. HOLDEB.FUSE 


2 
1 
1 




-166 
-169 
-170 


2566601 

123070 

£41454 3 






. SCREW, NI PLATE, BD HE, 6-32, 0. 3 1 2LG ATT PT 

. GRCKKET-RUEEEE 
RELAY 


1 
2 
3 




-171 
-172 
-173 


£ i14545 
£414544 
5414546 






. CONTACT, SOCKET 
. SOCKET, RELAY 

CLIP.SOCKET MOUNTING 


33 

3 
6 




-174 
-175 
-176 


5218966 
£316968 
5318967 






CLIP ' 

RELAY 

SOCKET, BELAY 


3 
3 

3 




-177 
-182 
-103 


2574813 
2574144 
2566624 






SCREW, DD HD,4-40,0.312LG ATT PT 

CIRCUIT BREAKER 

SCREW, NI PLATE. BD HE. 6- 32 . 0. 1 88LG ATT PT 


3 
1 
7 




-184 
-185 
-186 


2184150 

79743 

155373 






SWITCH 

HUT, BEZEL ATT PT 

WASHER, LOCK. ET. . 46 91 D . 0. 750OD ATT PT 


1 
1 

1 




-187 
-188 
-189 


2130253 

179946 

2601682 






FUSE 

HOLDER, FUSE 
BRACKET 


5 
5 
1 




-190 
-191 
-192 


25666CO 

813329 

2596576 






SCREW, NI PLATE, BD HD, 6-32 ,0. 25LG ATT PT 
CARC, INTERFACE ASM 
TERMINAL BLOCK 


2 
4 
1 




-192A 
-193 


26059S0 
2603912 






SESISICE/CAPACITOE ASM 

COMPONENT PARTS NOT REPLACEABLE 
STRIP, MARKER 


1 
1 




-194 
-195 
-19b 


236550 

2601683 

£05367 






SCREW, BD HD,4-40,0.375LG :. ATT PT 

CONNECTOR STRIP 

STANDOFF 


2 
4 
2 




-197 
-198 
-199 


37913 
236169 
62C629 






NUT HEX, 4-40, ATT PT 
WASHER, LOCK, ET, 0. 115ID,0.26OD ATT PT 

RESISTOR, 1 KOHM,±U,3WATT 


2 
2 

2 




-20 
-201 
-20 2 


2111232 

203959 

5351162 






SEMICONDUCTOR DEVICE, DIODE-TYPE AM 
HESISTOF,FXE,WW- 0.2 OHMS P/M 5% 5W 
CONTACTOR, MAGNETIC 


5 
1 
2 




-203 
-204 
-204A 


25666C0 

35C965 

10170 






SCREW, NI PLATE, BD HD, 6-52 ,0. 25LG ATT PT 

SHIELD, SAFETY 

SCREW, BD HD,6-32,0.250LG ATI PT 


1 
2 
1 




-205 
-206 
-207 


2101337 
2101357 

2125898 






TERMINAL SISIP-5 POS 

MASKER STRIP- 5 PCS NCS. 1 THROUGH 5 

STUD,TAPPEE MOUNTING, 6-32 ATT PT 


1 
1 
2 




-2ce 

-209 
-209A 


25666(8 

352827 

101 70 






SCREW, NI PLATE, FIL HD, 6-3 2, 0. 500LG ATT PT 

COVES, TERMINAL 3 CN 141 

SCREW, BD HE,6-32,0.250LG ATT PT 


2 
1 

2 




-210 
-211 
-212 


223841 
323681 
210883 






TERMINAL BOflRE- 3 DBL SCREW TERMINALS 

MARKER STRIP- 3 PCS NOS. 1 THROUGH 3 

STUD-SHIELD MTG , TAPPED , 6-32 ATT PT 


1 

1 
2 




-2 12A 

-213 

-213A 


36354 

327922 

1017C 






SCREW, FIL HD, 6-32,0. 500IG. ATT PT 

CLAHE 

SCREW, HD HD,6-32,0.250LG ATT PT 


2 
1 
1 




-214 

-214A 

-215 


2102366 
10170 

2102365 






CLAM I 

SCREW, BD UD,6-32,0.230LG . ATT PT 

CLAMP 


1 
1 
1 




-*1bA 
-216 


10170 
2601699 






SCREW, BD HD,b-32,0. 250LG ATT PT 
PANEL, SEy 


1 
1 
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268 



241A 
241 B 




Detail C 



218B 



Detail D 



FIGtlKE 17. P/U FMHE GH0UP-1W3. SHEET 5 OF 5. INDEX NOS. 217-284. SEE LIST 17. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






P/U FRAME GROUP-140 3 (PAST 5 CF 5) 










CODE A, USED CN MACHINES WITHOUT EC 393169 
CODE E. USEE CN MACHINES WITHOUT EC 393036 






17 - 


2602046 


P/U FHAME GROUP-1403 


REF 




-217 
-218 
-218A 


NC NC 

2601701 

2575295 




. CAPACITOR PLATE ASSEMBLY 

. . PLATE, BUS EAR 

. . SCREW, BD HD. 10-32.0. 375LG ATT PT 


2 
4 




-218B 

-219 

-219A 


25748C5 

25627 

257169 




. . WASHES, LOCK, NI PLATE, ET,0 . 1 95ID,0. 3950D ATT PT 
. . SCREW BD HD,8-32,0.500LG ATT PT 
. . NUT, HEX. 8-32 ATT PT 


4 
10 
10 




-220 
-221 

-222 


5214233 
337334 

615583 




. . CAPACITOR, FXD, 20, 000 UF P100M10/ 75V 
. .' COVER, CAPACITOR SAFETY 
. . CLAMP, MOUNTING 


5 
5 
5 




-223 
-224 
-225 


2566610 
510418 
257187 




. . SCREW, BD HD,8-32,0.2501G ATT PT 

. . JUMPER 

. . NUT, HEX, 6-32 ATT PT 


20 

REF 
1 




-225A 
-225B 
-2 26 


35739 
56722 

222553 




. . SCREW, BD HD, ATT PT 
. . WASHER, LOCK, ET, 0. 14 1ID, 0. 320OD AIT PT 
. . RESISTOR, FXD, WW-100 OHMS J?/M 10% 50W 


1 
1 
2 




-227 

-227A 

-228 


507144 

2539872 

504698 




. . WASHER-CENTERING . 17 3 ID, . 6250D 

. . SPACER 

. . SCREW, RD HD,8-32,4.750LG ATT PT 


4 
2 
2 




-230 


26017C2 




. PLATE, CAPACITCR HCUNTING 


1 




-232 
-233 
-234 


NO NO 
2601892 
438622 




CLAMP ASSEMBLY 
. . SPACER 

. SCREW, BE HE. 0. 250-20. 0.375LG ATT PT 


1 

3 


B 
B 

R 


-235 
-236 
-237 


2601891 
2601881 
2601883 




. PLATE 
. CLAME 
. CLAME BLOCK 


1 
1 

1 


B 
B 
B 


-23e 

-239 
-240 


2601882 
5S647 
NC NO 




. CLAME BLOCK 

. SCREW, SLOTTED, HEX HD, 0. 250-20, 1 . 000LG ATT PT 

RECTIFIER MOUNTING ASSEMBLY 


1 
3 
1 


B 
B 


-241 

-241A 

-241B 


127324 

16C017 

3550 




. SEMICCNDUCTCR DEVICE, DIO- 150V 30 AMP 

. NUT, HEX, 0.250-28 ATT PT 

. WASHER,0.265lE,0.562OD ATT PT 


1 
1 
1 




-242 
-243 
-244 


749467 

52S691 

2607493 




. INSULATOR 

. WASKEH-MICA 

. CAPACITOR ASM (COMPONENT PARTS NOT REPLACEABLE) 


1 
2 
6 




-245 
-245A 


25666C8 
2574803 




. SCREW, NI PLATE, BD HD, 6-32,0. 500LG ATT PT 
. WASHER, LCCK,NI PL ATE, IT, . 1 41ID.0. 305OD ATT PT 


1 
1 




-246 
-247 
-248 


36S649 
25666C8 
5214179 




. SEMICONDUCTOR DEVICE, DIODE-TYPE FN 

. SCREW, NI PLATE, BD HC, 6-32 , 0. 500LG ATT PT 

. RECTIFIER 


1 
2 
3 




-249 
-250 
-251 


160017 
6935 
8163 




. NUT, HEX, 0.250-28 ATT PT 
. KASHER,LOCK-SERING,0.255ID,0.493OD AIT PT 
. NUT, HEX, 0.375-24 ATT PT 


3 
3 
3 




-252 
-253 

-254 


10309 

4£3 

26C1703 




. WASHER, LOCK, SPRING 0. 382ID,0. 6880D ATT PT 
. WASHER, 0.406ID,0.812OD ATT PT 
. BCS EAR 


3 
3 
1 




-25S 
-256 
-257 


25666C9 
2574805 
5214179 




. SCREW, NI PLATE, BD HD, 10-32 ,0. 500LG ATT PT 
. WASHER, LOCK, NI PLATE, ET,0. 195ID,0. 395ID ATTPT 
. RECTIFIER 


1 
1 
3 




-258 
-259 
-260 


1600 1 ? 

8163 

322572 




. NUT, HEX, 0. 250-28 ATT PT 
. NUT, HEX, 0.375-24 ATT PT 
. WASHER, LOCK-IT 0. 385ID , 0. 6780D ATT PT 


3 
3 
3 




-261 
-262 
-263 


4£3 

521695 

2611724 




. WASEER,0.406IE,0.812OD 0.062THK ATT PT 
. INSULATOR, 
. BUSHING 


3 
6 
3 




-2ik 
-265 
-266 


-/3C4 83 

510316 

2566624 




. . RESISTOR, FXD-WW-0. 06 OHK E/M 10PCT 90W 
. BRACKET-MTG,25W RESISTOR 
. SCREW, NI PLATE, BE HE, 6-32 ,0. 1 88LG AIT PT 


1 
2 
2 




-267 
-268 
-269 


2601665 
2566632 
2481678 




. HEATSINK 

. SCREW, BD HE, 8-32,0. 625LG ATT PT 
. . INSULATOR ATT PT 


1 

4 
4 


■• 


-2/0 
-271 
-272 


2607494: 
2566632' 
2481677: 




. HEATSINK 
. . SCREW, BE HE,8-32,0.625LG ATT PT 
. . INSULATOR 


1 

4 
4 




-27J 
-274 
-275 


260749b 

81693 

2481677 




. HEATSINK 
. . SCREW, BD HD,fc-32,0.375LG ATT PT 
. . INSULATCK 


1 

4 
4 




-27 6 
-277 
-278 


blcSJVb' 

352827'; 

10170 




. . CHANNEL 

. . COVER, TERMIKAI 3 ON 141 

. . SCREW, BD HD,6-32,C.250LG ATT PT 


AR 
1 
2 




-2vy 

-280 


J2JB41 
323681 




. . TERMINAL BOARE- 3 DBL SCREW TERMINALS 
. . KAKKER STRIP- 3 POS NCS. 1 THROUGH 3 


1 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


17 -281 
-282 


21C863 
3635U 


. . STUD-SHIELD H1G ,T APPEE , 6-32 ATT PT 
. . SCHEW.FIL HC6-32.0.500LG ATT PT 


2 
2 




-283 
-284 


£457b2 
2601692 


. . LABEL, NOTICE 
. . DUCTING 


1 
1 
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FIGURE 10. PHASE CCNTEOL REGULATOR ASSEMBLY SITH 0-240K STOBAGE. SEE LIST 18. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






PHASii CONTROL REGULATOR ASSEMBLY (WITH 0-240K STORAGE) 






18 - 


2572750 


PHASE CONTROL REGULATOR 

OSiD CN MACHINES WITH 0-240K STORAGE 


REF 




- 1 

- 2 


2361518 
221790 




FCE NEXT HIGHER ASSEMBLY SEE FIGURE 2 
. COVER ASM 
. SCREW. BD HD. 3-32,0. 188LG ATT PT 


1 

4 




- 3 

4 

c 


261C376 

56207 

5661747 




. CCVER 

. SCRi)W,UNDRCT,BD HD , 8-32 , . 250LG ATT PT 

. C2RC ASM 


1 

2 

1 




- 6 

- 7 

- 7A 


811804 
2610368 
1C92125 




. GUIDE, CARD 

. HOD 

. RETAINING CLIP ATT PT 


1 

2 
2 




- 8 

- 9 

- 10 


166759 
2610379 
261C361 




. SCREW, BD HE,8-32,0.312LG ATT PT 

. CCNTfiCL ASM 

. . SAFETY SHIELD 


2 
1 
1 




- 11 

- 12 

- 13 


10170 
317485 
527916 




. . SCREW, BD HD,6-32,0.250LG ATT PT 
. . TERMINAL BOARE- 4 EEL SCREW TERMINALS 
. . MAHKER STRIP 


2 
1 

1 




- 14 

- 15 

- 16 


210883 

36354 

2610364 




. . STUE-SHIELD M1G, T APPEC, 6-32 AIT PT 
. . SCREW, FIL HD,6-32,0.500LG ATT PT 

.. RETAINER 


2 
2 
1 




- 17 

- 13 

- 19 


438548 

261Q37C 

43855G 




. . SCREW, BD OD, 4-40,0. 188LG ATT PT 

. . CLAME 

. . SCREW. PLATE MTG 


2 
1 




- 20 

- 21 

- 22 


2361524 
5785266 
2610351 




. . CARD RETAINER 
. . CARD CUSHION 
. . HEATSINK 


1 

2 




- 23 

- 24 

- 25 


438548 

261G366 

38235 




. . SCREW, BD HD,4-40,C. 188LG ATT PT 

. . TRANSFORMER 

. . SCREW,BE HC, 6-32.0. 312LG ATT PT 


18 
1 
2 




- 26 

- 27 

- 28 


56722 

2610365 

813329 




. . WASHES, LCCK,ET,0. 141ID,0.295OD ATT PT 

. BRACKET 
. . CONNECTOR 


2 
1 

1 




- 29 

- 30 

- 31 


436548 
2391345 
5270517 




. . SCREW, BD HE, 4-40,0. 188LG ATT PT 
. . TRANSISTOR-POWER NPN SILICON TYPE 357 

. . INSULATOB-MICA 


2 
5 
5 




- 32 

- 33 

- 34 


2610369 

37913 

257984 




. . BUS SIRAP 

. NUT, KEX, 4-40 ATT PT 
. . WASHER,LOCK, SPRING, 0. 1 1 5ID, 0. 21 20D ATT PT 


REF 
20 
10 




- 35 

- 36 

- 37 


261G384 

2610372 

1C0366 




. STUD ATT PT 
. BUSHING 

. SPACER 


10 
10 




- 38 

- 39 

- 40 


438549 
5762057 
2610366 




. SCREW, ED HC,4-40,0.438LG ATT PT 
. G ROM ME I 
. CHASSIS 






- 41 

- 42 

- 43 


2610383 
631810 
1696S6 




. CARD ASM 

TUBING, F LEX IBLE,NCN -METALLIC 

CLAMP-RELIEF 






- 44 

- 45 

- 46 


186759 

35C839 

2610362 




SCSEW,BD HD,8-32,0.312LG AIT PT 

TUBING 

GUIDE RAIL 






- 47 

- 48 

- 49 


2610354 

58207 

2610363 




MOUNTING PLATE 

SCREW, UNDBCT, ED HC, 8-32, 0. 250LG ATT PT 

BARRIER 






- 50 

- 51 

- 52 


58207 

2610356 

55918 




SCREW, UNDBCT, ED HE, 8- 32, 0. 250LG ATT PT 

TRANSFORMER AND CHCKE ASM 

SCREW, ED HD, 10-32,0. 625LG AIT PT 


8 




- 53 

- 54 

- 55 


115S8 

9092 

45690 




NUT,HEX, 10-32 ATT PT 
WASHER-LOCK, SERING, 0. 194ID 0.337OD ATT PT 
WASHER, 0.203IE,0.438OD ATT PT 


8 
8 
8 




- 56 

- 57 

- 58 


2163645 

257983 

2610367 




NUT, HEX, 0.312-24 ATT PT 
WASHER, LOCK-SPRING 0. 31 9ID, 0.591OD ATT PT 
SPACER ATT PT 


1 
2 
1 




- 59 

- 60 

- 61 


3960 

76574 

322029 




NUT,HEX,0.250-2C ATT PT 
WASHER, LOCK, .267ID, 0.5 10CD ATT PT 
SCREW, ED KD, 0. 250-20, 0.500LG ATT PT 


6 
6 
6 




- 62 

- 63 

- 64 


2610353 
322065 
351540 




BUS EAR 

SCREW, BD HD,6-32,0.625LG ATT PT 

BUSHING INSULATOR 


1 

6 
6 




- 65 

- 66 

- 67 


^610352 

2153845 

257983 




INSULATOR 

NUT, HEX, 0.312-24 ATT PT 

WASHER, LOCK, SERING, 0. 31 9ID,0. 5910D ATT PT 


6 
1 
2 




- 68 

- 69 

- 70 


2610367 

2610378 

8C651 




SPACER ATT PT 

CCVER 

SCREW, SELF TAP,PAN HD,6-32, 0. 375LG ATT PT 


1 
1 
2 




- n 

- 72 


2t10J/3 
2610374 




TERMINAL BOA8E 
MARKER STRIP 


1 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
1 2 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


18 - 73 
- 74 


35739 
2610357 


. SCHEW,BD HD,6-32,0.938LG ATT PT 
. INSULATOR 


2 
12 




- 75 

- 76 

- 77 


8C651 
8C652 
386E6 


. SCREW, SELF TAE,EAN HD,6-32, 0. 375LG ATT PT 
. SCREW, SELF TAE,BD HD,0.625LG ATT PT 
. SCREW. HEX HD. . 250-20. 0. 500LG ATT PT 


2a 

12 
6 




- 78 

- 79 

- 80 


76574 

2610371 

322029 


. WASHER, LOCK, 0.267, EI ID 0.510OD ATT PT 
. SIANDOFF ATT PT 
. SCREW. 'BD HD.0.250-20.0.500LG ATT PT 


6 
6 
6 




- 82 

- 83 

- 8a 


2395852 

18272 

13C9.87 


. SILICON CCNTRCI1ED RECTIFIER 

. NUT, HEX, 0.500-20 ATT PT 

. WASHER. LOCK, SPRING 0. 509ID. . 8790D ATT PT 


6 
6 
6 




- 85 

- 86 

- 87 


2610350 

2610360 

E163 


. HEAISINK 

. OUTPUT STUD ASM 

. NUT. HEX. 0.375-24 ATT PT 


6 

6 
a 




- 88 

- 89 

- 90 


10309 

10170 

5762057 


. WA5HEE,L0CK, SPRING, 0. 382IB ATT PT 
. SCREW, BD HD, 6-32,0. 250LG ATT PT 

. GEOMMET : 


a 

8 




- 91 


2610355 


. HOUSING 


1 
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7,16 




§ 



31 



30 



FIGOEE 18A. PHASE CCNTEOL BEGULATOB ASSEMBLY MACHINES ABOVE 240K. SEE LIST 18A. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






PHASE CCNTCOL REGULATOR ASSEMBLY (MACHINES ABOVE 240K) 






19A- 


2605340 


. PHASE CCNTEOL REGULATOR ASSEMBLY, 2x2. 0V, 1 20A 
FCE NEXT HIGHER ASSEMBLY SEE FIGURE 2 


REF 




- 1 

- 2 


2605346 
32042 


. TRANSFORMER CHOKE ASSEMBLY 

COMPONENT PARIS NOT REPLACEABLE 
. SCREW. BE HE. 10-32.0. 375LG ATT PT 


1 

8 




- 3 

- 4 

- 5 


56C79 
36109 

76574 


. WASHER, LOCK, ET, . 195ID, 0. 41 OOD ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER.LOCK.ET.0.256ID.0.510OD ATT PT 


8 
1 
1 




- 6 

- 7 

- 8 


322029 
3960 
6935 


. SCREW, BD HD, 0. 250-20, 0.500LG ATT PT 
. NUT, HEX, 0.250-20 ATT PT 
. WASHER. LOCK. SPRING. 0. 255ID. 0. 4930D ATT PT 


1 
6 

6 




- 9 

- 10 


438623 
2*05347 


. SCREW, BE HE, 0. 250-20, 0.625LG ATT PT 
. TRANSFORMER CHOKE ASSEMBLY 

CCMEONENT PARIS NOT REPLACEABLE 


6 
1 




- 11 

- 12 

- 13 


32042 
56079 
36109 


. SCREW, BE HE, 10-32, 0.375LG ATT PT 
. WASHER, LOCK, EI, 0. 195ID, 0. 41 OOD ATT PT 
. NUT, HEX, 0.250-20 ATT PT 


8 
8 

1 




- 14 

- 15 

- 16 


76574 

322029 

3960 


. WASHER, LOCK, ET, 0. 256ID, . 51 OOD ATT PT 
. SCREW, BD HD, 0. 250-20, 0.500LG ATT PT 
. NUT, HEX, 0.250-20 ATT PT 


1 
1 

6 




- 17 

- 18 

- 19 


6935 

438623 

2603175 


. WASHER, LOCK, SPRING, 0. 255ID, 0. 4930D ATT PT 
. SCREW, BD HD,0. 250-20,0. 625LG ATT PT 
. COVER ASSEMBLY 


6 
6 

1 




- 20 

- 21 


1C170 
579C504 


CCMEONENT PARIS NOT REPLACEABLE 
. SCREW, BD HE,6-32,0.250LG ATT PT 
. SHIELD-SAFETY 


2 
7 




- 22 

- 23 

- 24 


10170 
323833 
515620 


. SCREW, BD HE,6-32,0.250LG AIT PT 
. TERMINAL BLOCK 
. MARKER STRIP 


4 
2 
2 




- 25 

- 26 

- 27 


322550 

2108 83 

260317C 


. SCREW, BD HD,6-32,0.500LG ATT PT 

. SIUD 

. ACTIVE FILTER ASSEMBLY 


4 
4 
2 




- 28 

- 29 


322065 
2481678 


CCMEONENT PARTS NOT REPLACEABLE 
. SCREW, BD HD,6-32,0.625LG ATT PT 
. INSULATOR 


6 
6 




- 30 

- 31 

- 32 


34512 

55901 

5861334 


. SCREW, BD HD,8-32,0.375LG ATT PT 
. WASHER, LOCK, EI, 0. 168ID, 0. 38 10D ATT PT 
. CARD ASSEMBLY 


2 
2 
2 




- 33 

- 34 


811804 
2603157 


COMPONENT PARTS NOT BEPLACEABLE 
. GUIDE, CARE 
. CABLE ASSEMBLY 


2 

REF 




- 35 

- 36 


£16696 
80651 


. CONNECTOR ASSEMBLY 

COMPONENT PARTS NOT REPLACEABLE 
. SCREW, PAN HD, SELF TAP, 6-32, 0.375LG ATT PT 


1 
2 




- 37 

- 38 

- 39 


2610424 

436566 

5232809 


. RETAINER, CARD CCNNECTOR 

. SCREW, BD HD, 6-32,0. 125LG ATT PT 

. LABEL 


1 
4 
1 




- 40 

- 41 

- 42 


480755 

2105345 

236849 


. GBCMMET 

. PLATE 

. SCREW, BD HD, 10-32, 0.250LG ATT PT 


AH 
1 
4 




- 43 

- 44 

- 45 


2605350 

3960 

76574 


. BUSBAR 

. NUT,HEX, 0.250-20 ATT PT 

. WASHER, LOCK, El, 0. 256ID, 0. 510OD ATT PT 


2 
6 
6 




- 46 

- 47 

- 48 


322029 

76574 

322065 


. SCREW, ED HD,0. 250-20, 0.500LG ATT PT 
.WASHER, LOCK, ET, 0. 256ID, 0. 51 OOD ATT PT 
. SCREW, BD HB,6-32,0.625LG ATT PT 


6 
6 
6 




- 49 

- 50 

- 51 


351540 

2610352 

38092 


. INSULATOR 
. INSULATOR 
. NUT, HEX, 0.375-16 ATT PT 


6 
6 
2 




- £2 

- £3 

- 54 


10309 
2610373 
2610374 


. WASHER, LOCK, SPRING, 0. 382ID, 0. 6880D ATT PT 
. TERMINAL BLOCK 
. MARKER STRIP 


2 
2 
2 




- 55 

- 56 

- 57 


35739 

2603143 

80652 


. SCREW, BD HD,6-32,0.438LG ATT PT 

. HEAT SINK 

. SCREW, PAN HD,SELF TAP, 6-32, 0.625LG ATT PT 


4 

6 

12 




- bti 

- 59 

- 60 


2610357 

80651 

2395852 


. INSULATOR 

. SCREW, PAN HD,SELF T AP,6-32, 0.375LG ATT PT 

. SILICON CONTROLLED RECTIFIER, TYPE 227 


12 

24 

6 




- 63 

- 64 


2610436 
10170 


. OUTPUT STUD ASSEMBLY 

COMPONENT PARTS NOT REPLACEABLE 
. SCREW, BD HD,6-32,0.250LG ATT PT 


2 

8 




- 65 

- 66 

- 67 


8163 
10309 
38092 


. NUT, HEX, 0.375-16 ATT PT 
. WASHER, LOCK, SPRING, 0. 382ID, 0.688OD ATT PT 
. NOT, HEX, 0.375-16 ATT PT 


4 
4 
4 




- 68 

- 69 


1U30y 
2603156 


. WASHER, LOCK, SEBING, 0. 382ID, 0. 6880D ATT PT 
. INSULATOR 


4 
1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


18A- 70 
- 71 


6C651 
2 55-/5 25 


. SCK.EW,PAN HD f SELF T AP, 6-3 2, 0. 375LG ATT PT 

. TERMINAL 


2 
8 




- 72 


2605344 


. HOUSING 


1 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 






FRAME ASSEMBLY 






19 - 


2598322 


FRAME ASSEMBLY 

FOB NEXT HIGHER ASM SEE FIGURE 2-217 


REF 




- 1 

- 2W 

- 2X 


2596394 
2566614 
2575292 


. SPIGOT 

. SCREW, NI PLATE, HEX HD ,, . 25-20 , 0. 5LG All PT 

. WASHER, LOCK, SPRING, 0.255ID ATT PT 


1 
3 
3 




- 3 

- 4W 

- 4X 


2598401 
2566614 
2575292 


. SUPPORT PLATE, HINGE 

. SCKEW,NI ELATE, HEX HD, , 0. 25-20, 0. 5LG AIT PT 

. WASHER, LOCK, NI ELATE, SPRI NG ,0. 255ID ATT PT 


1 

7 
7 




- 5 

- 6 

- 7 


2598393 
2566605 
2575292 


. PIN, HINGE 

. SCREW, NI PLATE, HEX HD,, . 25-20 , 0. 625LG ATT PT 

. WASHER, LOCK, NI EL AT E, SPRING .0. 255ID ATT PT 


1 
3 
3 




-'. 8 
-' 9 
- 9X 


2596400 
2566605 
2575292 


. SUPEOBT ELATE, UPPER HINGE 

. SCREW, NI PLATE, HEX HD, , 0. 250-20 ,0 . 625LG ATT PT 

. WASHER # LOCK,NI EL AT E, SPRING .0. 255ID ATT PT 


1 

4 
4 




- 10 

- 11Y 

- 11Z 


2598440 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0. 250-20 , C. 500LG ATT PT 

. WASHER, NI PLATE,0.255ID ATT PT 


1 

6 
6 




- 12 

- 13Y 

- 13Z 


260C867 
2561715 
2561716 


. BRACKET 

. SCREW-SOCKET HD,0. 250-2 0, 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


3 
6 
6 




- 11 

- 15Y 

- 15Z 


2598443 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0 . 250-20 , 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- 16 

- 17Y 

- 17Z 


260C867 
2561715 
2561716 


. BRACKET 

. SCREW-SOCKET HD ,0 . 250-20 , 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


2 

4 
U 




- 18 

- 19Y 

- 19Z 


2598430 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0 . 250-20, 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

6 
6 




- 20 

- 21Y 

- 21Z 


2598431 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0. 250-20 ,0. 5001G ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 
6 
6 




- 22 

- 23Y 

- 23Z 


2600864 
2561715 
2561716 


. FRAME, TOP 

. SCREW-SOCKET HD ,0. 250-2 0, C. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 
12 
12 




- 2*4 

- 25Y 

- 25Z 


25S6567 
2561715 
2561716 


. JOINT, CORNER 

. SCREW-SOCKET HD ,0. 250-20 , C. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- 26 

- 27Y 

- 27Z 


2598566 
2561715 
2561716 


. JOINT, CORNER 

. SCREW-SOCKET HD ,0 . 250-20, 0. 500LG ATT PT 

. WASHER, NI PLATE. 0.255ID ATT PT 


1 

4 
4 




- 28 

- 29Y 

- 29Z 


2598587 
2561715 
2561716 


. JOINT, CCBNER 

. SCREW-SOCKET HD ,0. 250-20 , 0. 500LG ATT PT 

. WASHEE,NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- JO 

- 31Y 

- 31Z 


2598566 
2561715 
2561716 


. JOINT, CORNER 

. SCREW-SOCKET HD ,0 . 250-2 C, C. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- 32 

- 33Y 

- 33Z 


2596428 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0. 250-20 , 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 

4 




- 34 

- 35Y 

- 35Z 


2598426 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0 . 250-20, 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- 36 

- 37Y 

- 37Z 


2598427 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0 . 250-20, 0. 500LG ATT PT 

. WASHER, NI PLATE,0.255ID ATT PT 


1 

4 
4 




- 38 

- 39Y 

- 39Z 


25S8429 
2561715 
2561716 


. TUBE, STEEL 

. SCREW-SOCKEf HD ,0 . 250-2 0, 0. 500LG ATT PT 

. WASHER, NI PLATE, 0.255ID ATT PT 


1 

4 
4 




- 40 

- 41 

- 4 1A 


513271 

2566636 

257963 


. CASTOR 

. SCREW, HEX HD, ,0.312-18, 0.7500LG ATT PT 

. WASHER LOCK, SPRING, 0. 31 9 IE, 0. 5910D ATT PT 


4 
16 
16 




- 42 

- 43 

- 44 


2596583 
257481C 
2574805 


. MESH, STEEL 

. SCREW, NI PLATE, SELF TAP , 10-32, 0. 375LG ATT PT 

. WASHER, NI PLATE, LOCK, ET , . 1 95ID, 0.395OD ATT PT 


1 

46 
46 




- 4b 

- 46W 

- 46X 


2598448 
2566614 
2575292 


. PLATE, CASTOR 

. SCREW, NI PLATE, HEX HD, , . 250-20, 0. 500LG ATT PT 

. WASHER, NI PLATE, LCCK, SPRING, 0.255ID ATT PT 


3 
12 
12 




- 47 

- 48W 

- 48X 


255961,2 
2566614 
2575292 


. PLATE, CASTER 

. SCREW, NI. ELATE, HEX HD, , . 25-20, 0. 500LG ATT PT 

. WASHER, NI PLAIE,L0CK,SPRING,C.255ID ATT PT 


1 
6 
6 




- 49 

- 50Y 

- 50Z 


2598585 
2561715 
2561716 


. JOINT, CORNER 

. SCREW-SOCKEI HD ,0 . 250-20 , 0. 500LG ATT PT 

. WASHSR,NI PLATE, 0.255ID ATT PT 


1 
6 

6 




- bl 

- £2Y 


2598417 
2561715 


. TUBE, STEEL 

. SCREW-SOCKET HD ,0. 250-20 , 0. 500LG ATT PT 


1 

6 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


19 - 52Z 
- 53 


2561716 
2598584 


. WASHER, NI PLATE, 0i255ID ATT PT 
. JOINT, CORNER 


6 

1 




- 5<4Y 

- 54Z 

- 55 


2561715 
2561716 
25985E5 


. -SCREW-SOCKET UD,0 . 250-2 , 0. 5C0IG ATT PT 
. WASHER, NI PLATE, 0.255ID ATT PT 
. JOINT. CORNER 


3 
3 

1 




- 56Y 

- 56Z 

- 57 


2561715 
2561716 

2598584 


. SCREW-SOCKET HD ,0. 250-20 , 0. 500LG ATT PT 
. WASHER, NI PLATE, 0.255ID ATT PT 
. JOINT. CORNER 


3 

3 

1 




- 58r 

- 58Z 

- 59 


2561715 
2561716 

2598585 


. SCREW-SOCKET HD , . 250-2 0, C. 500LG AIT PT 
. WASHER, NI PLAIE.0.255ID ATT PT 

. JOINT. CORNER 


3 
3 
1 




- 60Y 

- 60Z 

- 61 


2561715 
2561716 
1985897 


. SCREW-SOCKET HD ,0 . 250-2 0, 0. 500LG ATT PT 
. WASHER, NI PLATE, 0.255D ATT PT 
. STRIP 


3 
3 

AR 




- 62 

- 63 


5174643 
2598425 


. RIVET ATT PT 
. FRAME 


AR 

1 
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SIMILAR TO 



ITEM 5 



SIMILAR TO 



ITEM 4 






10 



11 





12 






13 



14 



15 



SIMILAR TO 



ITEM 4 



16 17 



SIMILAR TO 



ITEM 5 




SIMILAR TO 



ITEM 5 



18 19 20 21 



22 



23 




23A 



.o. 



o 




SIMILAR TO 



ITEM 5 



24 



24 A 



25 




26 



FIGURE 20. CAELI AND JUMPER ASM COMPONENT PARTS. SHEET 1 OF 7. INDEX NOS. 1-26. SEE LIST 20. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 






CABLE AND JUMPER ASSEMBLY COMPONENT PARIS 






20 - 1 
- 2 


92748 
92764 


. G5CMMEX, STRAIN BELIEF 

. TERMINAL. RING. NC 8 STUD. AWG 22-18 


AS 
AR 




- 3 

- a 

- 5 


186596 
186961 
186866 


. TERMINAL, RING LUG, INSULATED 

. TERMINAL, RING, NC 6 STUD , NON-INSULATED 

. TERMINAL, SING. NO 8 STUD.AWG 12 - 10 


AR 
AR 
AR 




- 6 

- 7 

- 8 


166969 
167459 
205914 


. TERMINAL, RING, 0.375 STUD 

. TERMINAL, LUG, NO 8 STUD, AUG 20 

. TERMINAL, KNIFE DISCONNECT 


AR 
AR 
AR 




- 9 

- 10 

- 11 


2162C8 
2162C9 
216210 


. CLAMP, CAEIE CONNECTOR 

. SUPPORT, CABLE CONNECTOR CARD 

. SPACER, CAELE CONNECTOR 


AR 
AR 
AR 




- 12 

- 13 

- 14 


216265 
236915 
236S16 


. TERMINAL, SLIP-ON 

. TERMINAL, SLIP-ON, AWG 20 - 18 

. TERMINAL, CONTACT, FEMALE, AWG 24 - 22 


AR 
AR 
AR 




- 15 

- 16 

- 17 


253740 
257294 
313269 


. TERMINAL, RING, NO 6 HOLE, AWG 12 - 10 

. TERMINAL, SING 

. TERMINAL, RING, 10 STUD 


AR 
AR 
AR 




- 18 

- 19 

- 20 


322025 
334910 
334921 


. TERMINAL, RING, 0.250 HOLE, AWG 16 - 14 
. TERMINAL, RING, NC 6 HOLE, AWG 16 - 14 
. TERMINAL, RING, NO 6 HOLE. AWG 22-18 


AR 
AR 
AR 




- 21 

- 22 

- 23 


33 4 S3 2 
335327 
3567C5 


. TERMINAL, LUG, INSULATED, AWG 22 - 18 
. TERMINAL, LUG, SCREW SIZES 8 THRU 10 
. TERMINAL. RING. PR E-I NSUL ATID 


AR 
AR 
AR 




-2 3A 

- 24 

- 24A 


357995 
359018 
359655 


.OUTLET, CONVENIENCE, 3 WIRE GROUNDING 

. COVER, UTILITY BOX, SINGLE 

. TERMINAL, RING. NC 10 HOLE. AWG 16 - 14 


AR 
AR 

AP 




- 25 

- 26 


360370 
356594 


. TERMINAL, RING, NO 8 HOLE, AWG 16 - 14 
. SOCKET, AWG 14 OR 16 


AR 
AR 
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26A 




SIMILAR TO 



ITEM 14 



27 




28 



SIMILAR TO 



ITEM 3 



29 30 31 32 33 34 35 36 
37 38 39 40 41 




42 



43 






44 



45 





46 



47 48 





50 







52 



53 



54 




SIMILAR TO 



ITEM 14 




^^\ 






slJJyi 






^S^F 




(v 


^ifo 


l^ 





55 



56 



57 



58 





SIMILAR TO 



ITEM 60 



60 



61 




FIGURE 20. CAELE AND JUKPEK ASM COMPONENT PAETS. SHEET 2 OF 7. INDEX NOS. 26A-62. SEE LIST 20. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


20- 26A 
- 21 


418835 
430759 


. RECEPTACLE, DUPLEX 
. TERMINAL. RECEPTACLE 


AR 
AE 




- 28 

- 29 

- .30 


483651 
H83674 
483676 


. TERMINAL, FLANGEE SPADE, NO 8 ST0D,AWG 20 - 18 
. TERMINAL, KING, NC 4 ST0D,AWG 26 - 22 
. TEEKINAL.RING.NO 6 STUD.AHG 26 - 22 


AR 
AE 
AB 




- 31 

- 32 

- 33 


483677 
483678 
483679 


. TERMINAL, RING, NC 6 ST0D,ASG 20 - 18 
. TERMINAL, RING, NC 6 STUD,AWG 16 - 14 
. TERMINAL. KING, NC 6 STUD.AWG 12 - 10 


AR 

AR 
AR 




- 3a 

- 35 

- 36 


483681 
4836S2 
483683 


. TERMINAL, RING, NC 8 STUD, AUG 20 - 18 
. TERMINAL, RING, NC 8 STUD, AWG 16-14 
. TERMINAL. RING, NC 8 STUD.AHG 12 - 10 


AR 
AE 
AR 




- 37 

- 38 

- 39 


483665 
483666 
483667 


. TERMINAL, RING, NC 10 STUD, AWG 20 - 18 
. TERMINAL, RING, NC 10 STUD, AUG 16-14 
. TERMINAL. RING. NC 10 STUD.AWG 12 - 10 


AR 
AR 
AR 




- 40 

- 4 1 

- 42 


483689 
4836SC 
48376C 


. TERMINAL, RING, 0.250 STUD,AWG 16-14 
. TERMINAL, RING, 0.250 STUD,AWG 12 - 10 
. TERMINAL. RING. 0.250 STUD.AWG 4 


AR 
AR 
AR 




- 43 

- 44 

- 45 


463761 
483999 
491349 


. TERMINAL, RING, 0.250 STUD,AWG 4 
. CONTACT, MALE, AW G ' 30 - 22 
. CARD ASM 


AR 
AR 
AR 




- 46 

- 47 


523267 
535062 


ASSEMELY COMPONENTS ARE NOT REPLACEABLE 

. RECEPTACLE, TAB 

. SOCKET. AWG 18 - 16 


AR 
AR 




- 48 

- 49 

- 50 


535064 
556101 
811802 


. PIN, CONTACT, .FEMALE, AWG 10 

. SHELL, CCNNECTCR,FEMALE INSERT 
. GUIDE, CARD 


AR 
AR 
AR 




- 51 

- 52 

- 53 


£15933 
615934 
627991 


. CCNNECTOfi, DISCRETE WIRE, AWG 20 - 18 
. CCNNECICR,AWG 26 - 22 
. TERMINAL, TAB CONNECTOR 


AR 
AR 
AR 




- 54 

- 55 

- 56 


639526 
1105806 
1127037 


. TERMINAL, AWG 4 

. SPRING, COMPRESSION 

. TERMINAL, SLIP ON, AWG 18 - 14 


AR 
AR 
AP 




- 57 

- 58 

- 59 


1142822 
116C977 
2100264 


. TERMINAL, SOUND fiEAD 

. HOUSING, SOCKET TERMINAL, 6 POSITION 

. CONNECTOR, 0.375 FITTING 


AR 
AR 
AR 




- 60 

- 61 

- 62 


2101326 
2101327 
2102151 


. TERMINAL, RING, AWG 12 - 10 

. TERMINAL, LUG, 0.250 HOLE, AWG 12 - 10 

. BOX, SINGLE UTILITY 


AR 
AR 
AR 
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63 



SIMILAR TO 



ITEM 2 




64 




65 



66 




67 



000 
000 
000 
000 
000 







68 





69 




71 



SIMILAR TO 



ITEM 69 



SIMILAR TO 



ITEM 70 



22** 
22^0 
*2fto 
22<>o 
2.22^ 



72 



73 




74 



SIMILAR TO 



ITEM 73 



75 





SIMILAR TO 



ITEM 64 



76 



77 



78 



SIMILAR TO 



ITEM 65 



79 



SIMILAR TO 



ITEM 78 



SIMILAR TO 



ITEM 64 




^\ 



0<5 



80 



81 




82 



SIMILAR TO 



ITEM 81 



83 





84 





86 



FIGURE 20. CABLE AND JUMPER ASM COMfCNENT EARTS. SHEET 3 OF 7. INDEX NOS. 63-86. SEE LIST 20. 
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FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


20 - 63 
- 64 


2114849 
2122202 


. TERMINAL, RING, NC 6 STUD,AWG 16 - 14 
. SOCKET. GUIDE CENTER 


AB 
AR 




- 65 

- 66 

- 67 


2122203 
2122214 
2122254 


. PIN,GUIDE CENTER 

. MINIATURE CONNECTOR BLOCK , FEMALE, 14 POSITION 

. MINIATURE CONNECTOR BLOCK .FEMALE. 20 POSITION 


AR 
AR 
AR 




- 68 

- 69 

- 70 


2122256 
2122258 
2122259 


. MINIATURE CONNECTOR BLOCK, FEMALE, 34 POSITION 

. PIN, CONTACT, MALE, AWG 22-20 

. TERMINAL. SOCKET CONTACT. AWG 22 - 20 


AB 
AB 
AR 




- 71 

- 72 

- 73 


2122260 
2122261 
2122471 


'. PIN, CONTACT, AHG 18 - 16 
. SOCKET, CONTACT, AWG 18 - 16 
. MINIATURE CONNECTOR BLOCK . MALE. 50 POSITION 


AR 
AB 
AR 




- 74 

- 75 

- 76 


2122472 
2122628 
2122629 


. MINIATURE CONNECTOR BLOCK , FEMALE, 50 POSITION 
. JACK SCREW, SOCKET 
. JACK SCREW, STUD 


AB 
AR 
AR 




- 77 

- 78 

- 79 


2122636 
2122637 
2122734 


. SOCKET, GUIDE CORNER, 75 AND 104 POSITION 
. PIN, GUIDE CORNER, 75 AND 104 POSITION 
. PIN. GUIDE CORNER 


AB 
AB 
AR 




- 80 

- 81 

- 82 


2122735 
2122837 
2122838 


. SCCKEI, GUIDE CORNER 

. MINIATURE CONNECTOR BLOCK , FEMALE, 26 POSITION 

. MINIATURE CONNECTOfi BLOCK . MALE. 26 POSITION 


AR 
AR 
AR 




- 83 

- 84 

- 85 


2122839 
2123028 
2123029 


. CLAMP, STRAIN EELIEF,26 POSITION 
. JACK SCREW, SOCKET FIXED 
. JACK SCREW, STUD FIXED 


AB 
AB 
AR 




- 86 


2123033 


. CLAMP, STRAIN RELIEF, 34 POSITION 


AB 




































' 





















































































































































Vz2 



87 



SIMILAR TO 



ITEM 8 6 




88 




SIMILAR TO 



ITEM 89 



90 











96 



97 



98 




99 





SIMILAR TO 



ITEM 99 



100 



101 



102 




^ 



107 






104 



105 



106 






108 



109 



110 



FIGUBE 20. CABLE AND JUMPER ASM COMECNENI PABTS. SHEET 4 OF 7. INDEX NOS. , 87-1 10. SEE LIST 20. 



3135 PC 153 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


20- 87 
- 88 


2123034 
2127853 


. CLAMP, STRAIN BELIEF, 50 POSITION 
. CLAMP, STRAIN BELIEF. 14 POSITION 


AS 
AR 




- 89 

- 90 

- 91 


2127854 
2127855 
2127985 


. CONNECTOR, PLUG, ELEC 75 MALE CONTACTS 

. CONNECTOR, RECEPTACLE, ELEC-BINI 75 FEMALE CONTACTS 

. CATCH, LOCKING SEBING.14 S 20 FOS CONNECTOH 


AB 
AB 
AB 




- 92 

- 93 

- 94 


2127986 
2127988 
2127989 


. SPRING, LOCKING, 26 POSITION CONNECTOR 

. SPRING, LCCKING, 34 S 50 POSITION CONNECTOR 

. CATCH, LOCKING SPRING. 34 S 50 PCS CONNECTOR 


AB 
AB 
AH 




- 95 

- 96 

- S7 


218C6€4 
2180665 
2180666 


. ALIGNMENT BUSHING , COAXIAL CONNECTOR 

. FERRULE, COAXIAL CONNECTOR 

. SPRING, RETENTION, COAXIAL CONNECTOR 


AB 
AB 
Ari 




- 98 

- 99 
-100 


216C667 
218C671 
218C672 


. CONNECTOR, SOCKET, COAXIAL 

. TERMINAL, FEMALE, AWG 10 AND 8 

. BLOCK, RECEPTACLE. 29 POSITION 


AB 
AB 
AR 




-101 
-102 
-103 


218C796 
2192503 
2218670 


, JACKSCBEW, FIXED 

. TERMINAL, FEMALE, AWG 14 AND 12 

. BRACKET. CONVENIENCE OUTLET 


AB 
AB 
AR 




-104 
-105 

-106 


2 281128 
2281129 
2126172 


. CONNECTOR, CONTACT 
. CONNECTOR HOUSING 
. HOUSING, MALE PLUG 


AR 
AR 
AR 




-107 
-108 
-109 


2495447 
2574769 
2599213 


. PIN HOUSING 

. TERMINAL, RING, NO 8,10 STUD 

. CCNNECTCR HOUSING 


AH 
AR 
AR 




-110 


26006^1 


. TERMINAL, SLIP-CN 


AB 

























































































































































































154 




111 



SIMILAR TO 



ITEM 42 



112 




113 




114 





SIMILAR TO 



ITEM 14 




115 



116 



117 



118 



SIMILAR TO 



ITEM 118 






119 



120 



121 



122 







123 



124 



125 



126 



SIMILAR TO 



ITEM 44 





SIMILAR TO 



ITEM 22 



127 



128 



129 



130 



SIMILAR TO 



ITEM 45 




SIMILAR TO 



ITEM 4 




131 



132 



133 



134 



PIGUBE 20. CABLE AND JUMPER ASM COMECNENT EASTS. SHEET 5 OF 7. INDEX NOS. 111-134. SEE LIST 20. 



3135 PC 155 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


20-111 
-112 


26CC780 
26CC762 


. TERMINAL, RING TONGUE, AWG 2 

. TERMINAL. RING. TONGUE FLAG. AWG 2 


AR 
AR 




-113 
-114 
-115 


2602267 
5232669 
5271721 


. RECEPTACLE, MALE 

. TERMINAL, RING TCNGUE ,0. 25 ST0D,AWG 4 

. CCNNECTOB 


AR 
AR 
AR 




-116 
-117 
-118 


5312429 
5351177 

5352956 


. TERMINAL, AWG 18 - 14 
. TERMINAL, RECEPTACLE 
. STRAIN RELIEF 


AR 
AR 
AR 




-119 
-120 
-121 


535296C 
E352S67 
5353852 


. STRAIN RELIEF, CCAXIAL TWO-HI APPLICATION 
. STRAIN RELIEF, 20 STRANDS, 0.05 DIA 
. CONTACT, FEMALE. AHG 20 - 16 


AR 
AR 
AR 




-122 
-123 


5353869 
5353896 


. CONNECTOR BLOCK 
. STRAIN RELIEF ASM 

COMPONENT PASTS ARE NOT REPLACEABLE 


AR 
AR 




-124 
-125 
-126 


5 362 301 
5362306 
5412639 


. CONTACT, LARGE SERPENT, AWG 24-20 

. COVER, CONNECTOR BLOCK 

. HOUSING. SOCKET TERMINAL. 12 POSITION 


AR 
AR 
AR 




-127 
-128 
-129 


5 4 12612 
5412643 
5412817 


. TERMINAL, PIN, AWG 16-14 

. TERMINAL, SOCKET, AWG 16 - 14 

. TERMINAL 


AS 
AR 
AR 




-130 
-131 


5795637 
58CC634 


. TERMINAL, LUG, NO 10 SCREW, AWG 4 
. CARD ASM 

COMPONENT PARTS ARE NOT REPLACEABLE 


AR 
AR 




-132 
-133 
-134 


5 6 255 5 c 
166962 
187243 


. TERMINAL, HOOK 

. TERMINAL BING-6 STUD 

. TERMINAL. SMALL. TAPER 


AR 
AR 
AR 

























































































































































































156 




135 



SIMILAR TO 



ITEM 4 



136 



SIMILAR TO 



ITEM 134 



137 



SIMILAR TO 



ITEM 5 



138 




SIMILAR TO 



ITEM 14 





139 



140 



141 142 



143 






144 



145 



146 




147 




SIMILAR TO 



ITEM 24A 



SIMILAR TO 



ITEM 14 



148 



149 



150 



SIMILAR TO 



ITEM 66 



151 



THIS SPACE HAS 



BEEN LEFT BLANK 



INTENTIONALLY 




SIMILAR TO 



ITEM 69 



153 



154 




155 




SIMILAR TO 



ITEM 47 



156 



157 



158 





159 



FIGUBE 20. CABLE AND JUMPER ASM COHICNENT FAFTS. SHEET 6 OF 7. INDEX NOS. 135-159. SEE LIST 20. 



3135 PC 157 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 
ASM. 


USABLE 

ON 
CODE 


20 -135 
-136 


253453 
442585 


. TERMINAL, SING, INSULATED, AHG 26-22 
. TERMINAL, INSULATED 


AB 
AR 




-137 
-138 
- 1 3 9 


483657 
535273 
6C9678 


. TERMINAL, TAPER EIN,AWG 26-22 
. TERMINAL, LUG, AWG 22-16 
. CONTACT 


AR 
AR 
AR 




-140 
-141 
-142 


731056 
813266 
813267 


. RECEPTACLE 

. MINIATURE BUS ASM, 5 WAY 

. MINIATURE DUS ASM. 6 WAY 


AR 
AR 
AR 




-143 
-144 
-145 


£13681 
813801 
813802 


. CONTACT 

. HOUSING, MINIATURE DUS DOUBLE CONTACT 

. COVER 


AR 
AR 
AR 




-146 
-147 
-148 


817972 
618556 
638166 


. CABLE SUPPORT, STRAIN RELIEF 

. STRAIN RELIEF 

. PLUG, MALE. 4-WIRE CABLE. 30 AME 


AR 
AR 
AR 




-149 
-150 
-151 


2101492 
2 1220 16 
2122215 


. TERMINAL, RING 

. TERMINAL 

. CONNECTOR BLOCK . MALE. 14 POSITION 


AR 
AR 
AR 




-153 
-154 
-155 


2127859 
2127867 
2127859 


. HOOD-180",1 PIECE, 50 POSITION 

. PIN CONTACT 

. HOOD-18C°,1 PIECE, 14 POSITION 


AR 
AR 
AR 




-156 
-157 
-158 


2127984 
214517C 

2232040 


. SPRING, LOCKING, 14 AND 20 POSITION CONNECTOR 
. TERMINAL, QUICK DISCONNECT , AWG 18-16 
. CCMNECTOR PLUG, 3 PIN 


AR 
AR 
AR 




-159 


5352963 


. STRAIN RELIEF-20 STRANDS 


AR 

























































































































































































158 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



SIMILAR TO 



ITEM 124 



160 



SIMILAR TO 



ITEM 128 



164 




161 



165 





162 



SIMILAR TO 



ITEM 134 



166 




163 



SIMILAR TO 



ITEM 3 



167 168 169 




170 



SIMILAR TO 



ITEM 44 



SIMILAR TO 



ITEM 128 



171 



172 




173 




174 




175 



176 





177 



SIMILAR TO 



ITEM 177 



178 





SIMILAR TO 



ITEM 124 



179 



180 



181 




182 





SIMILAR TO 



ITEM 184 



183 



184 



185 



FIGURE 2C. CABLE AND JUilPBP ASM CCMECNENT FAKTS. SHEET 7 OF 7. INDEX NOS. 160-185. SEE LIST 20. 



3135 PC 159 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



FIGURE- 
INDEX 
NUMBER 


PART 
NUMBER 


DESCRIPTION 
12 3 4 


UNITS 
PER 

ASM. 


USABLE 

ON 
CODE 


20-160 
-161 


5404480 
5414545 


. CCNTAC'I-GREAT SERPENT 
. CONTACT-SOCKET 


AR 
AR 




-162 
-163 


580C7C0 
1 1559 13 


. CARD-CABLE TOP CARD CONNECTCB ASM 

CCMECNENT PARTS ARE NOT REPLACEABLE 
. CLAMP ADJUSTABLE 


AR 
AR 




-164 
-165 
-166 


1166115 

1166117 

360433 


. TERMINAL-SOCKET 

. HCUSING-PIN TERMINAL 

. CCNNECTOR-TAPER PIN 


AR 
AR 
AR 




-167 
-168 
-169 


483672 
483673 
483675 


. TERMINAL-RING NC 2 STUD , AWG22-26 
. TERMINAL-RING NC 2 STUD, AWG 1 8-20 
. TERMINAL-RING NC 4 STUD , A WG1 8-20 


AR 
AR 
AR 




-170 
-171 
-172 


1149260 
1166114 
2605548 


. HOUSING, SCCKEI TERMINAL 

. PIN, TERMINAL 

. SOCKET, TERMINAL 


AR 
AR 
AR 




-173 
-174 
-175 


205466 
2127967 
5 323176 


. TERMINAL, FLAG, NCN INSULATED 
. CATCH LCCKING SERING 
. CONNECTOR, TWG WAY 


AR 
AR 
AR 




-176 
-177 
-178 
-179 


317296 
5353667 
5353668 
5412496 


. LABEL 

. CONNECTOR ELOCK 'A« STYLE 
. CONNECTOR BLOCK «B« STYLE 
. CLAMP AND CUSHION ASM 


AR^ 

AR 
AR 
AR 




-180 
-181 


5412499 
5362302 


CCMFONENT PARTS NOT REPLACEABLE 
. BAR, STRAIN RELIEF 
. CONTACT, SMALL SERPENT. AWG 33-28 


AR 
AB 




-182 
-183 
-184 


£16663 
£17771 
818268 


. CCNNECTOB, DISCRETE WIRE, AUG 20-18 

. HOUSING 

. RETAINER, CONNECTOR HOUSING BLACK 


AR 
AR 
AB 




-185 


6166E6 


. RETAINER, CONNECTOR HOUSING WHITE 


AR 















































































































































































160 



NUMERICAL INDEX 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


232 


16 - 27 




16-35 


367 


2 - 14A 




17 -100C 


453 


17 -253 




17 -261 


2179 


9-36 




10-87 


2994 


14 -170 


3550 


3A- 16 




4-23 




4 - 69B 




4-97 




17 -241B 


3960 


9-28 




9-41 




10 - 97 




14 - 6A 




18 - 59 




18A- 7 




18A- 16 




18A- 44 


4636 


5 -162 


5528 


6-44 




10A- 22 




10A- 43 




14 -3 05 




14 -331 




14 -344 


5677 


7-30 




10A- 40 


6364 


5-81 




5-91 




5-96 




5 -100 




5 -109 




5 -128 




5 -179 




13C- 10 




13C- 18 




13D- 18 


6907 


2-7 


6935 


4-22 




17 -250 




18A- 8 




18A- 17 


8163 


3A-194 




17 -251 




17 -259 




18-87 




18A- 65 


9092 


14 -277 




14 -325 




16 - 28 




16 - 36 




18-54 


10009 


1A - 21 


10170 


2 - 8'5A 




3A-116A 




3C- 4A 




3C- 5A 




3D- 49A 




4 - 72 A 




4-85 




5-29 




5-32 




5-37 




5-50 




5-77 




5-97 




5 -106 




5 -180 




7-80 




7 -107 




7 -109 




7 -111 



PART 


LIST AND 


NO. 


INDEX NO. 


10170-CONT 


8 


- 34 




8A 


- 13 




8A 


- 20 




9 


- 39 




9 


- 54 




10 


- 95 




11 


- 2 




11 


- 48 




11 


- 50 




11A 


- 21 




12 


- 10 




12 


- 17 




12 


- 24 




14 


- 52A 




14 


- 84A 




14 


- 89A 




14 


-110 




14 


-184 




14 


-212 




14 


-236A 




14 


-261 




14 


-310 




14 


-349 




14 


-355 




14 


-361 




14 


-382 




16 


- 23A 




17 


- 68 




17 


- 79A 




17 


- 84A 




17 


-114 




17 


-120 




17 


-126 




17 


-126 




17 


-154 




17 


-160A 




17 


-161A 




17 


-204A 




17 


-209A 




17 


-213A 




17 


-214A 




17 


-215A 




17 


-278 




18 


- 11 




18 


- 89 




18A 


- 20 




18A 


- 22 




18A 


- 64 


10180 


17 


-162A 


10309 


3A 


-195 




17 


-2 52 




18 


- 88 




18A 


- 52 




18A 


- 66 




18A 


- 68 


11598 


5 


-140 




14 


-193 




14 


-195 




14 


-224 




14 


-272 




14 


-276 




14 


-282 




14 


-321 




14 


-324 




17 


- 70 




17 


- 76 




17 


-100A 




18 


- 53 


11891 


3C 


- 11 


18272 


18 


- 83 


19852 


2 


- 70 


19944 


3A 


- 11 




4 


-112 




4 


-118 



PART 


LIST AND 


NO. 


INDEX NO. 


19944-CONT 


10 -113 




14 -158 


22066 


9-19 




10 - 73 




10A- 30 




11A- 10A 


22478 


1 - 17 




1 - 66 




1 -119 




3A- 12 




4-89 




4-93 




4 -113 




4 -119 




5-38 




5 - 42A 




5 -151B 




7 - 37C 




7-54 




17 -123 




17 -128 




17 -141 


25282 


4-52 


25627 


7-53 




10 - 91 




10A- 32 




10A- 35 




17 -122 




17 -142 




17 -219 


28413 


4-25 




9 - 21A 




9 - 22A 




10 - 77 




10 - 79 




11A- 24 




11A- 26 


32042 


1 - 23 




1 - 57 




1 - 72 




1 -107 




1 -131 




3C- 27 




3C- 32 




18A- 2 




18A- 11 


32617 


1 - 22A 




1 - 71A 




5 -174 


34512 


1 - 16 




1 - 20 




1 - 48 




1 - 65 




1 - 69 




1 - 98 




1 -118 




1 -122 




1 -127 




3C- 16 




4-91 




5 -119A 




5 -135 




9-46 




10 -109 




10 -111 




10 -116A 




11 - 13 




18A- 30 


35739 


5 -104 




7-23 




13C- 3 




13C- 16 




13D- 3 




13D- 16 




14 - 91B 



PART 


LIST AND 


NO. 


INDEX NO. 


35739-CONT 


18 - 73 




18A- 55 


36109 


9-59 




10 - 17 




10 - 21 




10 - 26 




16 - 39 




18A- 4 




18A- 13 


36844 


4-21 




10 -103 




10 -105 




10 -115A 




10 -118 


37913 


5 -125A 




7-96 




8-52 




17 -197 




18 - 33 


38051 


5-90 




5-95 




5-99 




5 -108 




5 -127 




6-6 


38092 


18A- 51 




18A- 67 


38235 


5-80 




5 -101 




6-42 




7-11 




7-49 




7-73 




7-75 




7-77 




7-91 




8A- 22 




8A- 34 




13D- 17 




17 -163B 




18 - 25 


38264 


12 - 31 


38348 


12 - 33 




12 - 35 


38354 


14 -204A 




14 -238A 




17 - 83 




17 - 88 




17 -118 




17 -212A 




17 -282 




18 - 15 


38363 


14 -194 


38383 


3A- 84 


38442 


2 -134 




8A- 26 


38443 


8-8 




8-32 




8A- 41 




8A- 43 




8A- 53 


38686 


9-48 




9-51 




18 - 77 


45690 


1 - 25A 




1 - 74A 




5 -141A 




7-33 




8A- 19A 




10 - 84 




14 -223 




14 -275 




14 -278 




14 -323 




14 -326 




17 - 76B 



FOR PARTS NOT LOCATED. SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



3135 PC X- 1 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


45690-CON1 


18 - 55 


48594 


14-69 




14 -137 




14 -409 


55726 


1 - 37 




1 - 87 




6-33 




6-60 




7-46 




8-19 




8A- 9 




14 -285 




14 -2 94 




14 -333 




14 -335 




14 -336 




14 -338 




14 -377 




17 -133 


55901 


3C- 20 




3C- 24 




4-88 




4-92 




5 -133 




5 -136 




5 -150 




5 -155C 




5 -165 




5 -167D 




5 -169 




5 -171 




5 -183 




5 -186 




6-37 




6-55 




6-74 




7-10 




10 - 52 




14 -247C 




15-4 




18A- 31 


55918 


14 -2 83 




18-52 


56079 


3A- 84A 




3C- 10 




3C- 14 




5 -141 




5 -175 




7-31 




9-31 




14 -226 




14 -273 




14 -279 




14 -322 




14 -327 




17 -100B 




18A- 3 




18A- 12 


56121 


3C- 28 




14 -171 




17 - 71 




17 - 76A 


56722 


1 - 39 




1 - 89 




3C- 17 




5-30 




5-34 




5 - 39A 




5-42 




5 - 45A 




5-48 




5-51 




6-4 




6-7 




6-16 



PART 


LIST AND 


NO. 


INDEX NO. 


56722-CONT 


6-26 




6-29 




6-34 




6-41 




6-61 




8 - 19A 




11-47 




11 - 51 




11A- 22 




13C- 4 




13C- 6 




13C- 11 




13C- 16A 




13D- 4 




13D- 6 




13D- 10 




13D- 16A 




17 -162B 




17 -225B 




18 - 26 


57100 


14 -161 


58207 


1 - 28 




1 - 77 




3D- 47A 




4-76 




4 - 77A 




4-87 




5 -120A 




5 -132 




5 -149 




5 -152A 




5 -164 




6-54 




8-4 




8-6 




10-4 




10-6 




10 - 89 




10 -117 




17 -110 




17 -156 




18-4 




18 - 48 




18 - 50 


58297 


5 -151A 


59647 


17 -239 


60646 


1 - 30 




1 - 79 




3D- 48 




6-45 




13A- 4 




13B- 4 




14 -291A 




17 -105 


61486 


2-79 


62031 


3C- 6A 




6-13 




6-21 




10A- 15 




17 - 39C 




17 -134 




17 -160B 




17 -161B 


65756 


16 - 38 




16 - 40 


67873 


4-18 


72828 


17 -139 


76574 


3A- 17 




9-49 




9-52 




9-60 




10 -104 




10 -106 




10 -115B 




10 -119 




18 - 60 



PART 


LIST AND 


NO. 


INDEX NO. 


76574-CONT 


18 


- 78 




18A 


- 5 




18A 


- 14 




18A 


- 45 




18A 


- 47 


79743 


17 


-185 


80651 


4 


- 43A 




18 


- 70 




18 


- 75 




18A 


- 36 




18A 


- 59 




18A 


- 70 


80652 


18 


- 76 




18A 


- 57 


81693 


3C 


- 6 




5 


-110 




5 


-160 




10A 


- 16 




13C 


- 9 




17 


-274 


82353 


17 


-115 


90261 


16 


- 37 


91514 


4 


- 94 


91610 


2 


-143 




2 


-149 


92 74 8 


20 


- 1 


92784 


20 


- 2 


100366 


18 


- 37 


104698 


7 


- 50A 


111255 


14 


-125 


123070 


15 


- 49 




17 


-169 


123074 


5 


-122 


126036 


10 


- 10 


127324 


17 


-241 


130987 


18 


- 84 


132767 


8 


- 46 


149695 


3A 


-227A 


149911 


1 


-162 


150209 


2 


- 72A 


159373 


15 


- 46 




17 


-186 


160017 


17 


-241A 




17 


-249 




17 


-258 


161351 


1 


-163 




1 


-175 


169698 


18 


- 43 


179743 


5 


- 65 




5 


- 69 




5 


- 71 




5 


- 73 




5 


- 75 




15 


- 45 


179946 


14 


-124 




17 


-188 


186036 


2 


- 49A 


186596 


20 


- 3 


186759 


5 


- 83 




5 


-155B 




5 


-167C 




5 


-168A 




5 


-172 




5 


-185 




9 


- 43 




9 


- 69 




10 


- 2 




10 


- 99 




10 


-101 




10A 


- 2 




13C 


- 17 




18 


- 8 




18 


- 44 


186923 


7 


- 87 


186924 


7 


- 36 




7 


- 39 



PART 


LIST 


AND 


NO. 


INDEX NO. 


186924-CONT 


7 


- 56 




7 


- 58 


186938 


1 


-174 


186945 


14 


-376 


186961 


20 


- 4 


186962 


20 


-133 


186 968 


20 


- 5 


186969 


20 


- 6 


187243 


20 


-134 


187459 


20 


- 7 


192049 


4 


- 45 


194355 


2 


- 76 


198981 


5 


-156 


205855 


4 


- 84 


205914 


20 


- 8 


208529 


7 


- 47 


208959 


17 


-201 


209486 


20 


-173 


210474 


17 


-166 


210883 


5 


- 92 




9 


- 57 




11 


- 37 




11A 


- 17 




12 


- 13 




14 


-111 




14 


-204 




14 


-215 




14 


-238B 




14 


-264 




14 


-313 




14 


-358 




14 


-364 




14 


-383 




17 


- 82 




17 


- 87 




17 


-117 




17 


-212 




17 


-281 




18 


- 14 




18A 


- 26 


215679 


15 


- 48 


215680 


15 


- 47 


216076 


17 


-151 


216083 


12 


- 36 


216085 


12 


- 38 


216091 


12 


- 30 


216128 


8 


- 51 


216206 


17 


-149 


216208 


20 


- 9 


216209 


20 


- 10 


216210 


20 


- 11 


216226 


3E 


- 25A 


216265 


20 


- 12 


216885 


3A 


- 83 


220929 


8 J 


- 61 


221517 


14 


-286 


221790 


14 


-291 




18 


- 2 


222553 


17 


-226 


228307 


4 


-100 


232398 


14 


-415 


236550 


2 


- 72 




15 


- 53 




17 


-194 


236849 


18A 


- 42 


236915 


20 


- 13 


236916 


20 


- 14 


237455 


12 


- 39 




14 


-153 


237872 


14 


-423 


251015 


8 


- 17 




aa 


- 51 


253220 


2 


- 87 


253453 


20 


-135 


253740 


20 


- 15 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



X- 2 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


255939 


2-31 




2-33 




9-27 




9-40 




10 - 96 




14-6 


257187 


3C- 7 




3C- 19 




5-33 




5-39 




5-41 




5 - 45 




5-47 




5 -158 




6-3 




6-12 




6-15 




6-20 




6-25 




6-28 




6-40 




8A- 27 




8A- 36 




10A- 14 




11-46 




13C- 7 




13C- 19 




13D- 7 




13D- 11 




13D- 19 




17 - 39B 




17 -225 


257188 


1 - 29 




1 - 78 


257189 


3C- 23 




5-84 




5 -137 




5 -155A 




5 -167E 




5 -170 




6-36 




7-9 




7 - 37A 




7 -101 




10 - 51 




14 -287 




14 -330 




17 -124 




17 -127 




17 -219A 


257284 


20 - 16 


257700 


6-2 


257701 


6-67 




14 - 19A 




15 - 1A 


257965 


5 -116B 


257969 


8-10 




8-21 




8A- 45 




8A- 55 


257S71 


5 - 54A 


257982 


4-9 




6-23 


257983 


18-57 




18-67 




19 - 41A 


257984 


18 - 34 


257S85 


5 -125B 




14 -405 




14 -407 


257986 


1 - 38 




1 - 88 




3C- 4B 




3C- 5B 




4 - 43B 




5 -159 



PART 


LIST AND 


NO. 


INDEX NO. 


257986-CONT 


7-81 




8A- 16 




8A- 23 




8A- 28 




8A- 37 




9 - 5A 




10A- 17 


260537 


11 - 49 


260622 


3B- 56 


283003 


14 -350 


300607 


10A- 33 




10A- 36 


302090 


7-20 




7-99 




8-53 




8A- 30 


302131 


8A- 31 


306855 


14 -225 


308789 


5 -154 


313289 


20 - 17 


313649 


9-68 


316807 


17 - 39A 


316996 


17 - 72 


317131 


14 -202 




14 -213 




14 -362 


317138 


12 - 15 


317145 


14 -356 


317173 


2 -200 


317227 


2 -162 


317304 


14 -187 




14 -191 


317310 


5-88 




5 -102 


317357 


14 -188 


317450 


14-90 


317485 


17 - 85 




18 - 12 


320451 


2 -104 


320456 


14 -284 




14 -332 


320610 


14 -192 


322025 


20 - 18 


322029 


4 - 69A 




4-96 




18 - 61 




18 - 80 




18A- 6 




18A- 15 




18A- 46 


322034 


3A- 15 




4-96 


322061 


2-68 


322065 


13C- 5 




13D- 5 




13D- 9 




14-353 




18 - 63 




18A- 28 




18A- 48 


322266 


14 -203 




14 -363 


322282 


14 -214 


322550 


5-93 




7-26 




10-9 




10 - 12 




14 -265 




14 -270 




14 -314 




14 -319 




18A- 25 


322551 


5 -130 




9-76 


322552 


7-68 



PART 


LIST AND 


NO. 


INDEX NO. 


322572 


17 


-260 


322590 


14 


-120 


322739 


14 


-337 


322766 


10 


- 11 


323490 


3D 


- 25 


323681 


17 


-211 




17 


-280 


323836 


9 


- 55 




10 


- '8 


323837 


12 


- 11 




14 


-237 


323838 


2 


-105 




18A 


- 23 


323841 


17 


-210 




17 


-279 


323842 


17 


- 80 


327922 


3A 


-102 




17 


-121 




17 


-125 




17 


-125 




17 


-213 


331869 


14 


-138 


332620 


3C 


- 9 




3C 


- 13 




4 


- 30 




7 


- 34A 




9 


- 33 




9 


- 66A 




10 


- 32 




10 


- 85 


332628 


14 


- 86 


332747 


4 


- 67A 




4 


- 80 




4 


- 83 




4 


-116 




4 


-122 




7 


- 79 


334910 


20 


- 19 


334921 


14 


-186 




14 


-190 




20 


- 20 


334932 


20 


- 21 


335327 


3A 


- 55 




20 


- 22 


337193 


14 


-109 




14 


-183 




14 


-211 




14 


-360 


337334 


17 


-221 


338169 


7 


- 97 




14 


- 69A 




17 


-146 




17 


-198 


338238 


15 


- 37 




15 


- 42 


338327 


2 


- 98 




14 


-135 


350830 


14 


-165 


350839 


18 


- 45 


350965 


16 


- 23 




17 


-204 


350966 


14 


-260 




14 


-309 


350977 


14 


-354 




14 


-381 


351540 


18 


- 64 




18J 


- 49 


352784 


2 


- 86 


352 826 


17 


- 79 


352827 


17 


-209 




17 


-277 


353734 


12 


- 37 


353771 


3E 


- 14 




3E 


- 19 


355369 


7 


-71 



PART 


LIST AND 


NO. 


INDEX NO. 


356705 


20 - 23 


357280 


7-84 


357820 


7-2 




15 - 23 


357995 


2-78 




20 - 23A 


358542 


5 -129 


359018 


20 - 24 


359695 


20 - 24A 


360370 


20 - 25 


360433 


20 -166 


361536 


14 -390 


361537 


12 - 23 


362193 


14 -357 


362206 


14 -281 




14 -329 




17 - 92A 


364156 


8-24 




8A- 56 


365323 


2-88 


366433 


1 - 59 




1 -109 




1 -133 


367115 


14 -201 


368594 


20 - 26 


369208 


5 -121 




5 -138 


369649 


17 -246 


370841 


17 -137 


372688 


5 -126 


375385 


17 -135 


418835 


2-78 




20 - 26A 


430799 


20 - 27 


438538 


8A- 24 


438541 


7-4 


438 542 


7-61 


438548 


2 -195 




4 -124 




5 -154A 




7-7 




7-66 




17 -145 




18 - 17 




18 - 23 




18 - 29 


438549 


8-55 




8A- 15 




18 - 38 


438550 


5 -125 




7-21 




7-44 




7 -100 




8A- 32 




14 -406 


438551 


7-63 




7-98 


438558 


18 - 19 


438560 


2 -193 


438566 


18A- 38 


438567 


7-94 


438573 


8A- 29 




8A- 38 


438582 


14 -289 


438587 


5 -182 




16-4 


438588 


16-6 


438589 


7 -105 




10 - 44 




10A- 5 


438601 


9-32 




10 - 83 


438622 


17 -234 


438623 


18A- 9 




18A- 18 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



3135 PC X- 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


438894 


14 


-348 


440487 


16 


- 60 


442585 


20 


-136 


442688 


14 


-218 


442959 


14 


-288 


471672 


11 


- 17 




17 


- 10A 


472187 


3E 


- 59 


472611 


14 


-292 


47272 9 


8 


- 27 


473218 


14 


- 22 


473442 


15 


- 20 




17 


- 50 


475465 


13* 


- 6 




13E 


- 6 


479760 


14 


-262 




14 


-311 


479999 


5 


-116C 


480755 


10A 


- 18 




10 J! 


- 20 




18* 


- 40 


482188 


5 


-116A 


482191 


5 


-116 


482201 


5 


- 20 


482219 


5 


-117 


483651 


20 


- 28 


483657 


20 


-137 


483672 


20 


-167 


483673 


20 


-168 


483674 


20 


- 29 


483675 


20 


-169 


483676 


20 


- 30 


483677 


20 


- 31 


463678 


20 


- 32 


483679 


20 


- 33 


483681 


20 


- 34 


483682 


20 


- 35 


483683 


20 


- 36 


483685 


20 


- 37 


483686 


20 


- 38 


483687 


20 


- 39 


483689 


20 


- 40 


483690 


20 


- 41 


483757 


5 


- 17 


483760 


20 


- 42 


483761 


20 


- 43 


483867 


5 


- 11 




5 


- 12 




5 


- 14 




5 


- 15 




5 


- 16 


483999 


20 


- 44 


491349 


20 


- 45 


504870 


14 


- 85 


505367 


17 


-196 


507144 


17 


-227 


510316 


14 


-293 




17 


-265 


510388 


14 


-154 


510418 


17 


-224 


515380 


16 


- 58 


515620 


2 


-105A 




18* 


- 24 


517197 


14 


-391 


518375 


17 


-276 


518578 


11* 


- 11 A 




14 


-255 




17 


- 94 




17 


-143 


520 908 


14 


-200 


521695 


17 


-262 


522550 


9 


- 58 


522850 


12 


- 25 


523267 


20 


- 46 


523269 


14 


-127 




14 


-151 



PART 


LIST AND 


NO. 


INDEX NO. 


523269-CONT 


14 -403 


524854 


14 -218 


526378 


14 -217 




14 -389 


526522 


14 -131 


527916 


17 - 86 




18 - 13 


529691 


17 -243 


532393 


3A- 46 




3A- 81 




3A- 88 




3A-130 




3A-150 




3A-155 




3A-173 




3A-178 




3A-181 




3A-184 




3A-191 




3A-2 32 




3B- 25 




3C- 15 




3C- 18 




3C- 26 




3D- 49 




14 -159 




15 - 19A 




15 - 59 




17 - 18 


533289 


3A-108 




3C- 4 




3C- 31 


533360 


17 -113 


533371 


17 - 74 


533372 


14 -196 




17 - 73 


535082 


20 - 47 


535084 


20 - 48 


535273 


20 -138 


535292 


14-52 


535417 


14 - 84 


535632 


1A - 1 


535694 


3D- 44 


538812 


11-35 




11A- 15 




12 - 18 


550578 


2 -104A 


553380 


5-63 


555412 


3A-211 


555414 


3A-210 


555415 


8-44 


556101 


20 - 49 


587834 


2-49 


587866 


2 - 49B 


587874 


2-50 


587875 


2-48 


589814 


17 - 81 


597097 


4-72 


598479 


14 -198 




14 -199 




17 - 69 




17 - 75 




17 - 75 


598700 


2-51 


609678 


20 -139 


615583 


17 -222 


620240 


17 -116 


620629 


17 -199 


626098 


3C- 8 


631810 


18 - 42 


634786 


9-61 




10 - 19 




10 - 23 




10 - 28 


719117 


5 - 2 



PART 


LIST AND 


NO. 


INDEX NO. 


719439 


5-57 


719551 


5-59 


725348 


5-64 




5-74 


725703 


5-58 


725791 


5-56 


730432 


2 -158A 




14 -254 




14 -256 




14 -258 




16 - 63 


730483 


17 -264 


731058 


20 -140 


731626 


9-5 




9-9 




10 - 54A 




10 - 55A 


734879 


15 - 44 


737901 


5-70 


738826 


5-68 




5-72 


740473 


5-98 


740503 


5-82 


740513 


5 -107 


740554 


5-89 




5 -103 


740561 


5-98 


740608 


5-82 


744229 


4-8 


749033 


5-5 


749467 


17 -242 


760303 


11 - 14 


761386 


3D- 15 




3D- 18 


766330 


5 -118 


806556 


12 - 40 


810751 


5 -119 


811090 


17 -109 


811417 


17 -107 


811426 


9-72 




9-75 




9-81 




10 -121 




10 -128 




10A- 21 




10A- 42 


811427 


17 -152 


811742 


9-80 


811802 


15 - 11 




15 - 13 




15 - 19 




20 - 50 


811804 


15-9 




15 - 15 




15 - 17 




18-6 




18A- 33 


811879 


11 - 15 


813179 


15 - 22 




17 -108 


813266 


20 -141 


813267 


20 -142 


813329 


17 -191 




18 - 28 


813451 


11 - 26 




11A- 7 




17 -157 


813452 


11 - 24 




11 A- 4 




17 -159 


813681 


20 -143 


813769 


12 - 41 


813801 


20 -144 


813802 


20 -145 


815039 


9-78 


815151 


9-62 



PART 


LIST 


AND 


NO. 


INDEX NO. 


815151-COKT 


10 


- 14 




10 


- 25 




10 


- 30 




10 


- 33 


815933 


20 


- 51 


815934 


20 


- 52 


816696 


18A- 35 


816744 


9 


- 66 




10 


- 31 


816883 


20 


-182 


817388 


9 


- 12 


817393 


9 


- 13 


817394 


9 


- 14 


817395 


9 


- 16 


817398 


9 


- 10 


817771 


20 


-183 


817972 


20 


-146 


818268 


20 


-184 


818556 


20 


-147 


818579 


9 


- 11 




10 


- 65 


818632 


10 


- 56 


818633 


10 


- 59 


818634 


10 


- 60 


818686 


20 


-185 


818831 


9 


- 74 


818917 


9 


- 74A 


818959 


10 


- 57 


818960 


10 


- 58 


819012 


9 


- 1 




10 


- 54 




11 


- 1 


819074 


10 


- 67 


819075 


10 


- 70 


819076 


10 


- 69 


819431 


9 


- 4 




10 


- 55 




11 


- 3 


824467 


5 


- 9 


824469 


5 


- 8 


824471 


5 


- 18 


824476 


5 


- 1 


824477 


5 


- 3 


824478 


5 


- 4 


824560 


5 


- 3 


824561 


5 


- 18 


824 562 


5 


- 4 


824569 


5 


- 1 


824581 


5 


- 10 


824587 


5 


- 1 


824589 


5 


- 6 


824591 


5 


- 2 


825851 


15 


- 24 


827991 


20 


- 53 


838166 


20 


-148 


839526 


20 


- 54 


845762 


1A 


- 6 




17 


-283 


855262 


1A 


- 8 


855264 


1A 


- 9 


855265 


1A 


- 9 


855266 


1A 


- 9 


855270 


1A 


- 9 


855271 


1A 


- 9 


855272 


1A 


- 9 


855282 


1A 


- 17 


855283 


1A 


- 16 


855284 


1A 


- 5 


855286 


1A 


- 7 


857438 


10 


- 18 




10 


- 22 




10 


- 27 


950550 


14 


- 63 


1073418 


8* 


- 3B 


1090873 


5 


- 85 




5 


-119B 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



X- 4 



Page of S135-0005-2 
Revised Nov 26,1979 
By TNL: SN24-0865 



PART 


LIST AND 


NO. 


INDEX NO. 


109087 3-CONT 


7 


- 37B 




10 


- 92 


1091173 


•8 


- 49 


1092125 


18 


- 7A 


1105806 


20 


- 55 


1124740 


6 


- 18 


1127037 


20 


- 56 


1127733 


5 


- 87 




11 


- 34 




11A 


- 14 


1142791 


14 


-418 


1142822 


20 


- 57 


1143060 


14 


-219 


1144248 


1 


- 31 




1 


- 40 




1 


- 81 




1 


- 90 


1149260 


20 


-170 


1159 91 3 


20 


-163 


1160977 


20 


- 58 


1161453 


4 


-109 


1161455 


4 


-104 


1161456 


4 


-103 


1166114 


20 


-171 


1166115 


20 


-164 


1166117 


20 


-165 


1202192 


8 


- 9 




8 


- 20 




8A 


- 44 




8A 


- 54 


1573500 


9 


- 21 


1573502 


10 


- 76 


1573513 


9 


- 21B 




10 


- 76A 


1574800 


9 


- 21 


1574802 


10 


- 76 


1607258 


17 


-165A 


1797462 


13A 


- 5 


1797463 


13B 


- 5 


1797541 


2 


-129 


1803084 


2 


-129 


1812650 


14 


-241 


1812735 


3B- 13 


1981182 


2 


- 44 


1985649 


4 


- 66 




4 


- 78 




4 


- 81 




4 


-1 14 




4 


-120 


1985650 


4 


- 67 




4 


- 79 




4 


- 82 




4 


-115 




4 


-121 


1985653 


4 


- 77 


1985654 


4 


- 90 


1985661 


4 


- 75 


1985663 


4 


-111 


1993047 


2 


- 6 


1993073 


9 


- 42 




10 


- 98 


1993102 


10 


- 78 


1993161 


14 


- 43 




14 


- 44 


1993236 


4 


- 86 


1993244 


4 


- 41A 




4 


- 71 


1993247 


4 


- 95 


1993268 


4 


- 65 




4 


- 74 




4 


-117 


1993270 


4 


- 70 


1993311 


4 


- 98 


1993322 


11A- 25 


1993390 


16 


- 31 


1993460 


16 


- 32 


1993465 


2 


-132 



PART 


LIST AND 


NO. 


INDEX NO. 


1993470-CONT 


16 - 34 


1993480 






16 - 33 


1993530 


13B- 1 


1993535 


10 - 76 




13A- REF 


1993536 


10 - 76 




13B- REF 


1993581 


9-21 


1993582 


11A- 23 


1993692 


4-73 


1993696 


4-24 


1993697 


4-29 


1993802 


16 - 21 


1993803 


16 - 22 


1993806 


14 -384 


1993822 


9-22 


1994488 


9 - 21B 




11A- 23A 




13A- 7 




13B- 7 


1994823 


1A - 14 


1994833 


2 -129 


1994960 


13A- 1 


2086875 


14 -169 


2100264 


20 - 59 


2101326 


20 - 60 


2101327 


20 - 61 


2101337 


17 -205 


2101357 


17 -206 


2101492 


20 -149 


2102151 


20 - 62 


2102365 


17 -215 


2102366 


3C- 5 




3D- 47 




17 -214 


2102370 


17 - 93 


2111232 


3C- 30 




14 -417 




15 - 26 




15 - 62 




17 -200 


2114849 


20 - 63 


2114985 


14 -404 


2122016 


20 -150 


2122039 


8-38 




8A- 5 


2122041 


8-39 




8A- 7 


2122202 


20 - 64 


2122203 


20 - 65 


2122214 


20 - 66 


2122215 


20 -151 


2122254 


20 - 67 


2122256 


20 - 68 


2122258 


20 - 69 


2122259 


20 - 70 


2122260 


20 - 71 


2122261 


20 - 72 


2122471 


20 - 73 


2122472 


20 - 74 


2122628 


20 - 75 


2122629 


20 - 76 


2122636 


20 - 77 


2122637 


20 - 78 


2122639 


7-74 


2122734 


20 - 79 


2122735 


20 - 80 


2122837 


20 - 81 


2122838 


20 - 82 


2122839 


20 - 83 


2123028 


20 - 84 


2123029 


20 - 85 


2123033 


20 - 86 


2123034 


20 - 87 


2123141 


7-15 


2125898 


14 -352 




17 -207 



PART 


LIST AND 


NO. 


INDEX NO. 


2127853 


20 


- 88 


2127854 


20 


- 89 


2127855 


20 


- 90 


2127859 


20 


-153 




20 


-155 


2127867 


20 


-154 


2127984 


20 


-156 


2127985 


20 


- 91 


2127986 


20 


- 92 


2127987 


20 


-174 


2127988 


20 


- 93 


2127989 


20 


- 94 


2128748 


14 


-102 




14 


-206 


2129550 


9 


- 73 




9 


- 82 




10 


-122 




10 


-124 




10 


-127 




10A 


- 25 


2130253 


17 


-187 


2130294 


4 


-108 


2145026 


14 


-414 


2145170 


20 


-157 


2154330 


7 


- 59 


2162458 


12 


- 12 


2163845 


18 


- 56 




18 


- 66 


2173181 


5 


- 7 


2175684 


6 


- 63 


2176073 


5 


- 7 


2180664 


20 


- 95 


2180665 


20 


- 96 


2180666 


20 


- 97 


2180667 


20 


- 98 


2180671 


20 


- 99 


2180672 


20 


-100 


2180796 


20 


-101 


2180969 


3D 


- 2 




3D 


- 53 


2181005 


9 


- 17 




10 


- 71 


2181007 


11A 


- 5 




11A 


- 8 


2181088 


9 


- 18 




9 


- 20 




10 


-114 




10A 


- 12 




11 


- 43 




11A 


- 10 


2181674 


3C 


- 25 


2184150 


17 


-184 


2192503 


20 


-102 


2198205 


12 


- 26 


2198208 


11 


- 36 




11A 


- 16 




12 


- 19 


2218599 


14 


-244 


2218670 


20 


-103 


2229542 


14 


-243 


2232040 


20 


-158 


2274833 


7 


- 93 


2278002 


7 


- 27 


2278072 


7 


-110 


2278073 


7 


-103 


2278074 


7 


-102 




7 


-104 


2278090 


7 


- 95 


2278102 


7 


- 16 


2278107 


7 


- 83 


2278185 


7 


- 55 


2280248 


7 


-112 


2280249 


7 


- 50 


2280257 


7 


- 34 


2280266 


7 


- 28 


2280274 


7 


- 38 



PART 


LIST 


AND 


NO. 


INDEX NO. 


2280 281 


7 


- 88 


2280290 


7 


- 37 


2280297 


7 


- 90 


2280298 


7 


- 35 


2280299 


7 


- 25 


2280308 


7 


- 62 


2280309 


7 


- 64 




7 


- 69 


2280311 


7 


- 78 


2280312 


7 


- 86 


2280314 


7 


- 65 


2280315 


7 


- 82 


2280317 


7 


- 60 


2280328 


7 


- 12 




7 


- 51 


2280352 


7 


- 6 


2280365 


7 


- 85 


2280380 


7 


- 67 


2280390 


7 


- 43 


2280410 


7 


- 14 


2280440 


7 


- 52 


2280452 


7 


- 8 


2280525 


7 


- 3 


2280578 


7 


- 29 


2280585 


7 


- 76 


2280612 


7 


- 48 


2280624 


7 


- 13 


2280664 


7 


- 32 


2280702 


7 


- 25 


2280706 


7 


- 17 


2280707 


7 


- 19 


2280709 


7 


- 57 


2280710 


7 


-106 




7 


-108 


2280711 


7 


- 18 


2280721 


7 


- 70 


2280 770 


6 


- 56 




7 


- REF 


2280 771 


6 


- 56 




7 


- REF 


2280778 


7 


- 5 


2280781 


7 


- 1 


2281128 


20 


-104 


2281129 


20 


-105 


2282675 


3A 


- 41D 




3A 


- 41E 


2361518 


18 


- 1 


2361524 


18 


- 20 


2391121 


4 


- 13 




8 


- 37 




8A 


- 4 


2391345 


18 


- 30 


2395852 


18 


- 82 




18A 


- 60 


2426171 


3E 


- 40 




14 


-126 


2426172 


20 


-106 


2457745 


9 


- 15 




10 


- 68 




10 


- 72 




10A 


- 29 


2481659 


14 


-268 


2481664 


14 


-266 




14 


-315 


2481665 


14 


-269 




14 


-318 


2481669 


14 


-267 




14 


-317 


2481674 


14 


-312 


2481675 


14 


-263 


2481677 


17 


-272 




17 


-275 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



3135 PC X- 



PART 


LIST AND 


NO. 


INDEX NO. 


2481678 


14 


-306 




14 


-345 




17 


- 67 




17 


-269 




181 


- 29 


2481683 


14 


-271 


2481684 


14 


-320 


2481713 


17 


- 65 


2481716 


17 


- 65 


2481718 


14 


-2 96 




14 


-298 




14 


-300 




14 


-339 




14 


-340 


2481719 


14 


-295 




14 


-2 97 




14 


-299 




14 


-301 




14 


-302 




14 


-303 




14 


-304 




14 


-341 




14 


-342 




14 


-3 43 


2481730 


14 


- 93 




14 


-2 59 


2481733 


14 


-307 


2481740 


14 


- 96 




14 


-308 


2481743 


14 


-346 


2495439 


5 


- 10 


2495447 


20 


-107 


2495475 


5 


- 13 


2495482 


5 


- 27 


2502958 


3D 


- 5 




3E 


- 9 




3E 


- 10 


2539327 




- 1A 

- 2A 

- 3A 

- 10A 

- 11 A 


2542950 




- 36 

- 86 


2542952 




- 35 

- 85 


2557490 


16 


- 12 




16 


- 12 


2557525 


18J! 


- 71 


2557550 


16 


- 10 




16 


- 13 


2557769 


14 


-413 


2561283 


1 


- 27 




1 


- 76 


2561715 


19 


- 11 Y 




19 


- 13Y 




19 


- 15Y 




19 


- 17Y 




19 


- 19Y 




19 


- 21Y 




19 


- 23Y 




19 


- 25Y 




19 


- 27 Y 




19 


- 29Y 




19 


- 31Y 




19 


- 33Y 




19 


- 35Y 




19 


- 37Y 




19 


- 39Y 




19 


- 50Y 




19 


- 52Y 




19 


- 54Y 




19 


- 56Y 




19 


- 58Y 




19 


- 60Y 


2561716 


19 


- 11Z 



PART 


LIST AND 


NO. 


INDEX NO. 


2561716-CONT 


19 


- 13Z 




19 


- 15Z 




19 


- 17Z 




19 


- 19Z 




19 


- 21Z 




19 


- 23Z 




19 


- 25Z 




19 


- 27Z 




19 


- 29Z 




19 


- 31Z 




19 


- 33Z 




19 


- 35Z 




19 


- 37Z 




19 


- 39Z 




19 


- 50Z 




19 


- 52Z 




19 


- 54Z 




19 


- 56Z 




19 


- 58Z 




19 


- 60Z 


2561756 


16 


- 62 


2564571 




- 32 

- 41 

- 82 

- 91 


2564580 




-19 

- 47 

- 68 

- 97 
-121 
-126 


2564602 




- 34 

- 84 


2564603 




- 34 

- 84 


2564604 




- 34 

- 84 


2564605 




- 34 

- 84 


2566180 




- 62 
-112 
-145 




4 


- 42A 


2566600 


2 


- 41A 




2 


- 77 




2 


- 93 




2 


- 96 




2 


-109A 




3& 


-146 




3A 


-148 




14 


- 18 




14 


- 53 




14 


- 58A 




14 


-168 




14 


-370A 




16 


- 20 




17 


- 31 




17 


- 34 




17 


- 42A 




17 


- 43A 




17 


-190 




17 


-203 


2566601 


2 


-113 




3A 


- 85A 




11A 


- 12 




14 


- 55B 




14 


- 56B 




14 


-149 




17 


- 5 




17 


-168 


2566602 


15 


- 25 


2566603 








2 


-130 




2 


-214A 




31 


-1 13A 




14 


- 24 



PART 
NO. 



LIST AND 
INDEX NO. 



2566603-CONT 



2566604 



2566605 



2566606 



2566607 



14 • 

14 - 

14 - 

14 - 

14 - 

14 - 

16 - 

16 - 

2 - 

2 - 

2 - 

2 - 

2 - 

2 - 

2 - 

2 - 

3A- 

3A- 

3A- 

3A- 

3B- 

6 - 

9 - 

14 - 

14 - 

14 - 

14 - 

14 - 

4 - 

14 - 

14 - 

16 - 

19 - 

19 - 

2 - 

14 - 

14 - 

14 - 

14 - 



2 • 
2 - 
2 ■ 
2 • 
2 - 
2 ■ 
2 ■ 
2 ■ 
2 • 
3A- 
3A- 
3A- 
3A- 
3A- 
3A- 
3D- 
4 • 
4 ■ 
4 - 
14 - 
14 ■ 
14 • 
14 - 

14 ■ 

15 ■ 

16 ■ 

17 ■ 
17 • 
17 - 
17 - 
17 • 



71 

77 
121 
142 
367 
392 

55 

57 

43 

82 

94 
128 
155 
156 
170 
205 

32A 

56 

67A 
151 

32 

72 

24 
4 

21 
119 
139 
247 

32 

66 
113 

25 

6 

9 

183 

92A 
113 
379 
385 

51 

53 
101 
103 
136 
138 
9 

36B 

84 
151 
153 
172 
207 
209 
215A 

89 
108A 
227C 
231 
266C 
280 

45 

27 

36 

39 
178 
240A 
242A 
388 
397 
7 

41 
8 

21 

23 

91 

98A 



PART 
NO. 



LIST AND 
INDEX NO. 



2566607-CONT 
2566608 



2566609 



2566610 



2566611 



2566612 



2566614 



2566615 
2566617 



17 - 99A 
2-89 
2 -107A 
11 - 23 
11-38 
11A- 3 
11A- 18 
14 -145 
14 -359 
17 - 11 
17 -208 
17 -245 
17 -247 

1 -157 

2 -199 
3A-148 
3A-264 
3D- 42 

14 - 2 
14 - 19 
14 - 94 
14 - 97 
14 -434 
17 - 19 
17 - 78 
17 - 89A 
17 - 93A 
17 -255 
2-29 
2 -111A 
2 -211 
3A-218 
3A-223 
3A-283 
4 - 62A 
4 - 63A 
4 - 64A 
4 - 65A 
4 - 68A 
4 -105 
14 -232 
14 -241B 

16 - 53 

17 - 12 
17 -147 
17 -165B 
17 -223 

2 - 15A 

2 -161 

3A- 74 

3A- 77 

2 - 68A 

2 -187 

2 -197 

2 -203 

3A-200 

14 -432 

17 - 28 

17 - 36 

17 - 78A 

17 - 90A 

17 -100A 

2 -178 

2 -180 

3A-169 

17-2 

19 - 2W 

19 - 4W 

19 - 46H 

19 - 48W 

2 -138 

2 -147 

2 - 53A 

2 -118 

2 -165 

3A- 51 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



X- 6 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


2566617-CONT 


3A- 82 




3A-156 




3A-17a 




3A-179 




3A-182 




3A-185 




3A-192 




3B- 26 




a - sa 




a - 60A 




11-6 




11-9 




11A- 27A 




ia -220 




1a -2 52 




1a -395 




16-2 




17 -10a 


2566618 


1a -230 


2566620 


2 -159 


2566621 


3A-167 


2566623 


14 -128 




1a -132 


2566624 


2 -108B 




11 - 41 




17 - ia 




17 -183 




17 -266 


2566625 


2-65 




2 -103 




3A-131 




14 -175 




17 - 15 


2566626 


2 -101 




2 -136 




2 -145 




2 -16a 




3A- 53 




3A-13a 




1a -123 




1a -157 




1a -172 




14 -228 




14 -246A 




14 -247B 




14 -39a 




15-3 


2566627 


17 - 58 




17 - 60 


2566629 


2 -ioac 




2 -108A 




2 -133 




3A- 87 




14 - 55A 




14 - 56 A 




15 - 31 




17 - 17B 


2566630 


12 - 21 ' 




12 - 28 




14 -216 




14 -365 


2566632 






17 - 66 




17 -268 




17 -271 


2566633 


2-58 




2-73 




3A-ia6 




3A-229 


2566634 


14 -129 




ia -13a 




ia -152 


2566635 


2-4 




3A-212 


2566636 


19 - ai 


2566638 


1 -154 



PART 


LIST AND 


NO. 


INDEX NO. 


2566638-CONT 


2 


-iao 


2566639 


2 


- 26 




3A 


-135 


2566640 


2 


- a6A 


2566645 


3A 


- 86 




12 


- 22 




12 


- 29 




14 


- 88B 




14 


-147 




17 


- 32 




17 


- 35 


2566646 


2 


-137 




2 


-146 




3A 


-132 




11 


- 7 




11 


- 10 




11 A- 27B 




14 


- 25 




14 


- 72 




14 


-160 




14 


-163 




14 


-221 




14 


-233 




14 


-241C 




14 


-368 


2566647 


1 


-158 




2 


- 43A 




2 


- 68B 




2 


-157 




2 


-160 




2 


-188 




2 


-198 




4 


- 28 




4 


- 37 




4 


- 40 




6 


- 73 




11 


- 32 




12 


- 5 




14 


- 5A 




14 


- 75 




14 


-105 




14 


-173 




14 


-210 




14 


-242B 




14 


-247A 




14 


-380 




15 


- 19C 




15 


- 61 


2566650 


2 


- 40B 




2 


- 41B 




3A 


-146A 




3A 


-148A 




14 


-150 


2572160 


3A 


-208 


2572730 


16 


- 11 


2572740 


16 


- 9 


2572750 


2 


-139 




18 


- REF 


2574126 


14 


- 47 


257ai37 


14 


- 50 




14 


- 51 


257ai38 


14 


- 31 


257ai44 


14 


- 26 




14 


- 27 




14 


- 29 




14 


- 30 




14 


- 3a 




14 


- 36 




17 


-182 


2574161 


ia 


- 28 




ia 


- 38 


2574682 


11 


- 21 




15 


- 32 


2574685 


17 


-100C 


257a769 


20 


-108 


2574799 


1 


-155 



PART 
NO. 



LIST AND 
INDEX NO. 



257a799-CONT 



257a800 
257a803 



257a80a 



257a805 



2 - 17A 
2-27 
2 - a3B 
2 -204 
3A- 32C 
3A- 57 
3A- 67B 
3A-136 
3A-201 
3A-265 
3A-281 
3A-284 
3B- 20 
3B- 23 
3B- 32A 
3B- 53 

11 - 31 

14 - 64 

14 - 95 

14 - 98 

14 -101 

ia -10a 
ia -108 
ia -122 

14 -157A 
14 -209 
14 -229 
14 -240B 
17 - 61 
17 - 64 
15-33 
17-6 
17 - 17A 
17 - 42B 
17 - 43B 
17 -245A 

2-30 
2-66 
2 -102 
2 -111B 
2 -212 
3A- 52 
3A- 82A 
3A-113B 
3A-133 
3A-157 
3A-175 
3A-180 
3A-183 
3A-186 
3A-193 
3A-285 
3B- 27 
4-55 
4 - 60B 
4 - 62B 
4 - 63B 
4 - 64B 
4 - 65B 
4 -106 
14 -174 
17-3 
17 -148 
1 -159 

1 -160 
2-10 
2-24 
2-59 

2 - 73A 
2 - 82A 
2 - 84A 
2-97 
2 -141 

2 -167A 



PART 


LIST AND 


NO. 


INDEX NO. 


2574805-CONT 


3A- 13 




3A- 32B 




3A- a 8 




3A- 58 




3A- 67C 




3A- 75 




3A- 78 




3A- 90 




3A-104 




3A-108B 




3A-139 




3A-146A 




3A-148A 




3A-152 




3A-202 




3A-234 




3A-266 




3A-282 




3B- 21 




3B- 24 




3B- 32B 




3B- 54 




3B- 58 




3D- a3 




3D- a6 




9 - 24A 




14-9 




14 - 12 




14 - 61A 




14-65 




14 -433 




17 - 11A 




17 - 24 




17 - 29 




17 - 37 




17 - 78B 




17 - 90B 




17 - 91A 




17 - 98B 




17 -100B 




17 -218B 




17 -256 




19 - aa 


2574808 


2 -17a 




11 - a 




11 - 25 




11-27 




12-7 




12-8 




14 - 88A 




17 -158 




17 -159A 


2574809 


2 - 45A 


2574810 


2 - 37A 




2 - 47A 




2-61 




2 -121 




14-74 




14 -379 




17 - 26 




17 - 38A 




17 - 47 




17 - 53 




19 - a3 


2574812 


ia -130 




1a -133 


2574813 


14 -42a 




17 -177 


2574815 


17 - 96A 


2574816 


2 -104B 




14 - 87A 


2575292 


2-5 




2 -179 




2 -181 




2 -184 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



3135 PC X- 7 



Page of S135-0005-2 
Revised February 25, 1977 
By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


257529 2-CONT 


3A 


-206 




4 


- 33 




14 


- 67 




16 


- 24A 




19 


- 2X 




19 


- 4X 




19 


- 7 




19 


- 9X 




19 


- 46X 




19 


- 48X 


2575293 


2 


- 70B 




4 


- 34 




4 


- 64C 




14 


- 92B 




14 


-114 




14 


-380 




14 


-386 


2575294 


2 


- 32 




2 


- 34 




2 


- 70A 




3A 


-205 




3A 


-209 




16 


- 24 


2575295 




- 55 

- 61 
-105 
-111 
-140 
-142 
-144 
-149 
-165 
-168 
-170 
-172 




2 


- 17 




2 


-189 




2 


-213 




3A 


- 47 




3A 


-103 




3A 


-204 




3A 


-233 




3B 


- 19 




3B 


- 22 




3B 


- 52 




3E 


- 57 




4 


- 57A 




11 


- 30 




14 


- 5 




14 


- 8 




14 


- 11 




14 


-100 




14 


-103 




14 


-107 




14 


-208 




14 


-241A 




15 


- 19B 




15 


- 60 




16 


- 43 




16 


- 45 




17 


- 44A 




17 


-218A 


25758C4 


4 


- 68B 


2579980 


1 


- 30A 




1 


- 80 


2580937 


14 


- 41 




14 


-42 


2596652 


2 


- 40A 


2598300 


16 


- REF 


2598322 


2 


-217 




19 


- HEP 


2598364 


5 


- 49 


2598366 


5 


-114 


2598367 


5 


-113 


2598368 


5 


-112 



PART 


LIST AND 


NO. 


INDEX NO. 


2598369 


5 ■ 


-111 




5 ■ 


-115 


2598372 


5 • 


- 66 


2598373 


5 • 


-105 


2598375 


2 • 


-114 


2598376 


2 ■ 


-115 


2598384 


5 - 


- 67 


2598385 


14 - 


-400 


2598390 


12 • 


- 42 


2598393 


19 - 


- 5 


2598394 


19 • 


- 1 


2598395 


2 - 


- 20 




2 ■ 


- 21 


2598396 


10 ■ 


-115 


2598397 


9 • 


- 47 


2598398 


9 - 


• 50 


25S8399 


10 - 


-102 


2598400 


19 - 


- 8 


2598401 


19 - 


■ 3 


2598403 


16 - 


- 64 


2598404 


12 ■ 


- 6 


2598405 


16 - 


- 44 


2598406 


11 - 


- 22 




11A- 


- 2 


2598407 


11 ■ 


- 22A 




11A- 


- 31 


2598408 


11 - 


- 20 


2598413 


2 ■ 


- 21 


2598417 


19 • 


- 51 


2598425 


19 ■ 


- 63 


2598426 


19 - 


- 34 


2598427 


19 - 


- 36 


2598428 


19 - 


- 32 


2598429 


19 - 


- 38 


2598430 


19 ■ 


- 18 


2598431 


19 - 


- 20 


2598437 


2 - 


- 22 


2598440 


19 - 


- 10 


2598443 


19 - 


- 14 


2598444 


1 ■ 


-150 




2 - 


- 16 


2598448 


19 - 


- 45 


2598459 


3A- 


- 38 




3A- 


-106 




3A- 


■2 59 




3A- 


-295 


2598463 


3A- 


■247 




3A- 


-304 




3A- 


-3 07 


2598464 


3A- 


■ 99 




3A- 


-253 




3A- 


-303 


2598465 


3A- 


- 97 




3A- 


-251 




3A- 


-297 


2598466 


3A- 


-127 




3A- 


-166 




3A- 


-235 




3A- 


-244 




3A- 


-2 99 


2598467 


3A- 


-128 




3A- 


-245 




3A- 


-296 


2598469 


3B- 


- 29A 




15 - 


- 18 


2598472 


3A- 


- 98 




3A- 


-252 




3A- 


-298 


2598481 


16 ■ 


- 42 


25S8484 


2 - 


-45 


2598485 


2 - 


-171 


2598497 


12 - 


- 34 


2598498 


12 ■ 


- 32 


2598500 


3A- 


- 62 




3B- 


- 14 


2598501 


3A- 


- 6 



PART 


LIST AND 


NO. 


INDEX NO. 


2598501-CONT 


3E 


- 40 


2598502 


3A 


- 7 




3D 


- 41 


2598504 


3A 


- 27 




3A 


- 67 


2598515 


9 


- 92 


2598516 


10 


-134 


2598565 


16 


- 1 


2598569 


9 


- 25 


2598570 


10 


-100 


2598573 


14 


-245 




15 


- BEF 


2598574 


15 


- 63 


2598575 


15 


- 6 


2598576 


5 


-123 




15 


- 52 




17 


-192 


2598577 


15 


- 54 




15 


- 56 


2598583 


19 


- 42 


2598584 


19 


- 53 




19 


- 57 


2598585 


19 


- 49 




19 


- 55 




19 


- 59 


2598586 


19 


- 26 




19 


- 30 


2598587 


19 


- 24 




19 


- 28 


2598588 


2 


-166 


2598589 


10 


- 80 


2598590 


9 


- 29 


2598591 


9 


- 35 




10 


- 86 


2598592 


2 


- 46 


2598594 


14 


-251 


2598597 


14 


-241 


2598598 


14 


-242 


2598599 


15 


- 2 


2598610 


14 


-246 


2598611 


15 


- 5 


2598642 


19 


- 47 


2598643 


2 


- 18 




3A 


- 92 




9 


- BEF 


2598644 


2 


- 19 




3A 


- 93 




10 


- BEF 


2598645 


14 


-398 


2598647 


14 


-118 


2598648 


14 


-176 


2598649 


14 


-393 


2598654 


3A 


-290 


2598659 


16 


- 61 


2598661 


4 


- 53 




4 


- 60 


2598667 


17 


- 98 


2598694 


4 


- 43 


2598756 




- 10 


2598757 




- 10 


2598758 




- 10 


2598759 




- 10 


2598760 




- 10 


2598761 




- 10 


2598762 




- 10 


2598763 




- 10 


2598764 




- 10 


2598765 




- 10 


2598769 


2 


- 23 




2 


- 52A 




2 


- 54 




2 


-116 




2 


-120 




2 


-122 




2 


-123 



PART 
NO. 



LIST AND 
INDEX NO. 



2598769-CONT 
2598771 
2598774 
2598775 



2598776 
2598777 
2598779 



2598785 
2598786 
2598787 
2598788 
2598789 
2598790 
2598791 
2598792 
2598793 
2598794 
2598795 
2598796 
2598797 
2598798 
2598799 
2598855 
2598856 

2598857 
2598860 



2598861 
2598862 
2598863 
2598864 
2598866 
2598879 
2598882 
2598890 
2598891 
2598892 
2598897 

2598901 



2598906 
2598908 

2598909 

2598910 

2598911 

2598922 
2598923 
2598924 
2598926 

2598927 
2598929 
2598930 

2598932 

2598935 
2598936 
2598938 



2 -167 
12-4 
14 - 61 

2 - REF 



1 - 13 
1 - 12 
3A- 95 
3A-154 
3A-219 
3A-258 
-128 
-128 
-128 
-128 
-128 



-161 

- 4 

-146 

14 - 73 

14-70 

14-76 

14 -141 

14 -366 

14 -387 

14 - 62 

14 - 1 

14 - 59 

14 - 82 

12 - 14 

4-44 

3A-270 

3A-271 

3B- 3 

11-40 

11A- 11 

11 - 33 
11A- 13 

12 - 16 
14 - 49 

9-64 

10 - 20 
9 - 63A 

10 - 24 
9-63 

10 - 29 
9-65 

10 - 13 
3A-267 
3A-268 
3A-269 
3A-171 
3B- 8 
3B- 28 
3B- 2 
3B- 5 
3B- 49 
3A- 42 
3A-163 
3A-214 
3A- 61 
3A-189 
3A- 49 
3A-190 
3A- 26 



FOR PARTS NOT LOCATED. SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 



X- 8 



Page of S135-0005-2 
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By TNL: SN24-0790 



PART 


LIST AND 


NO. 


INDEX NO. 


2598938-CONT 


3A- 68 




3B- 7 




3B- 15 


2598939 


16 - 54 


25S89U0 


16-54 


25989H1 


3A- 30 




3A-176 




3B- 30 




3B- 37 


2598944 


14 - 3A 


2598947 


3A-2 88 




3A-289 




3D- 34A 




9-67 


2598953 


3B- 1 




3B- 31 


2598955 


3A- 41 




3A-161 




3A-215 


2598958 


3A-123 




3A-162 




3A-246 


259896C 


3A- 31 


2598962 


3A-216 


2598964 


3A-124 




3A-241 


2598968 


3A-213 


2598970 


3A-220 


2598971 


3A- 43 




3A-153 




3B- 50 


2598972 


3B- 6 




3B- 48 


2598973 


3A-164 




3A-256 


2598976 


3A-111 




3A-239 


2599000 


3B- 38 


2599001 


3A-177 




3A-274 




3B- 39 


2599003 


9-26 


2599025 


3B- 4 


2599079 


3A- 39 




3A-172 


2599080 


3A- 29 




3A-118 




3A-170 


2599089 


9-84 


2599090 


9-85 


2599104 


5-79 


2599105 


5-76 


2599106 


5-94 


2599109 


1 -166 


2599119 


14 - 20- 




14 -177 




17 - 90C 


2599122 


16-5 


2599123 


9-86 


2599127 


10 -129 


2599144 


14 -351 


2599155 


2 -173 


2599156 


2 -112 


2599161 


10 -130 




10 -131 


2599165 


14 -179 


2599166 


16-26 


2599169 


14 -205 


2599172 


14 -189 


2599173 


3B- 33 


2599176 


3E- 33A 


2599177 


3C- 21 


2599178 


2-37 


2599181 


2-36 



PART 


LIST AND 


NO. 


INDEX NO. 


2599182 


2-60 


2599186 


15 - 50 


2599191 


14 -106 


2599192 


14 - 88 


2599193 


14 -140 


2599194 


3B- 56 


2599195 


3B- 55 




3B- 56 


2599197 


1 -164 


2599198 


14 - 23 


2599199 


14 -167 


2599201 


1 - 60 




1 -110 


2599205 


2-35 


2599206 


3A- 91 




3A-275 


2599211 


2-25 


2599218 


20 -109 


2599242 


3A- REF 


2599243 


2 -190 


2599278 


3A- 44 




3B- 43 


2599285 


3A- 29 




3A-118 




3A-170 


2599286 


3B- 3 


2599287 


3B- 5 




3B- 49 


2599288 


3B- 2 


2599332 


15 - 21 


2599334 


17 -106 


2600616 


3B- 6 




3B- 48 


2600627 


3A- 35 


2600630 


3A- 8 




3A- 59 




3B- 44 


2600631 


20 -110 


2600636 


3A-217 




3A-222 


2600645 


14 -248 




14 -396 




15 - 51 


2600658 


14 - 54 


2600735 


1 - 54 




1 -104 




1 -139 




1 -167 


2600736 


2 -177 


2600740 


16-51 


2600741 


16 - 52 


2600780 


20 -111 


2600781 


3A-249 




3A-293 


2600782 


20 -112 


2600784 


3A-159 




3A-221 


2600795 


10 - 48 


2600802 


10 - 15 


2600805 


9-70 


2600812 


3A-266E 


2600813 


3A- 96 


2600818 


3A- 63 




3B- 14 


2600829 


3A-147 


2600832 


14 - 58 



PART 


LIST AND 


NO. 


INDEX NO. 


2600832-CONT 


14 -102A 




14 -207 




14 -369 


2600838 


11-52 


2600840 


3A- 23 




3A- 69 


2600842 


3A- 24 




3A- 67 


2600845 


3A- 21 




3A- 68 




3B- 35 


2600846 


11-5 




11-8 




11A- 27 


2600847 


2-28 


2600848 


2-53 


2600849 


2-52 


2600854 


2 -210 




11 - REF 


2600863 


3A- 22 




3A- 72 


2600867 


19 - 12 




19 - 16 


2600868 


3A- 25 




3A- 71 


2600869 


4-35 


2600870 


4-38 


2600876 


4-26 


2600884 


19 - 22 


2600890 


3C- 1 


2600891 


3A- 64 




3A-188 


2600970 


3A-207 


2600979 


3B- 29 




3B- 42 


2600982 


3 A- 79 




3A-187 


2600984 


3A- 28 




3A- 70 


2601004 


3C- 3 


2601005 


17 - 59 


2601006 


17 - 57 


2601007 


17 - 17 


2601010 


14 -172 


2601011 


3D- 57 




14 -175 


2601013 


3A-121 


2601018 


2 -182 


2601030 


1A - 11 


2601036 


10 - 38 




10 - 43 


2601037 


10 - 35 




10 - 36 




10 - 37 




10-40 




10-41 




10 - 42 




10A- 3 


2601038 


10 - 34 




10 - 39 




10A- 4 


2601039 


10 - 45 




10A- 6 


2601040 


10 - 53 




10A- 10 


2601044 


10 - 3 


2601046 


10-5 


2601049 


3A- 60 


2601511 


8-7 


2601516 


8-14 


2601519 


6-11 


2601520 


8-12 




8-22 




8A- 46 




8A- 57 


2601522 


6-19 



PART 


LIST 


AND 


NO. 


INDEX NO. 


2601523 


2 


- 13 


2601525 


8 


- 38A 




8A 


- 6 


2601526 


8 


- 35 


2601529 


8 


- 16 


2601530 


8 


- 25 


2601531 


5 


-155 


2601532 


5 


- 46 


2601534 


8 


- 15 


2601535 


8 


- 23 


2601538 


8 


- 30 




8A 


- 39 


2601540 


5 


-163 


2601541 


8 


- 33 


2601542 


5 


-151 


2601547 


2 


- 8 


2601548 


5 


- 55 




5 


-188 


2601558 


5 


- 28 


2601559 


5 


- 31 


2601560 


5 


- 40 


2601561 


5 


- 36 


2601563 


5 


- 35 




6 


- 1 


2601568 


7 


- 45 


2601569 


2 


- 3 


2601574 


6 


- 65 


2601575 


5 


-157 


2601576 


5 


- 43 


2601577 


5 


-144 


2601578 


5 


-148 


2601580 


5 


-147 


2601582 


5 


-176 


2601583 


5 


-178 


2601584 


6 


- 10 


2601585 


6 


- 9 


2601588 


5 


-167B 


2601589 


5 


-167A 


2601599 


6 


- 27 


2601600 


6 


- 24 


2601601 


6 


- 53 




17 


- 84 


2601602 


6 


- 22 


2601605 


6 


- 59 


2601607 


6 


- 38 


2601608 


6 


- 35 


2601609 


6 


- 30 


2601611 


6 


- 39 


2601613 


6 


- 32 


2601614 


5 


-168 


2601620 


6 


- 43 


2601621 


6 


- 57 


2601622 


6 


- 58 


2601624 


6 


- 17 


2601625 


5 


-181 


2601627 


8 


- 13 


2601628 


8 


- 31 




8A 


- 40 


2601629 


8 


- 11 


2601631 


5 


-134 


2601632 


5 


-131 


2601635 


2 


- 2 


2601638 


5 


-143 


2601640 


6 


- 31 


2601642 


6 


- 14 


2601643 


5 


-177 


2601644 


6 


- 8 


2601645 


6 


- 5 


2601650 


2 


- 1 




5 


- HEF 


2601652 


2 


- 15 


2601653 


5 


-173 


2601656 


8 


- 2 




81 


- 2 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 
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PART 


LIST AND 


NO. 


INDEX NO. 


2601658 


4 - 


50 


2601659 


4 - 


59 


2601660 


17 - 


62 


2601661 


17 - 


77 


2601663 


4 - 


62 




4 - 


68 


2601664 


4 - 


57 


2601665 


17 - 


267 


2601666 


17 - 


25 


2601668 


4 - 


42 


2601669 


17 - 


150 


2601670 


17 - 


40 


2601672 


17 - 


56 


2601673 


17 - 


16 


2601674 


17 - 


13 


2601675 


17 - 


7 


2601677 


17 - 


30 


2601678 


17 - 


33 


2601679 


17 - 


42 


2601680 


17 - 


43 


2601681 


4 - 


51 


2601682 


17 - 


189 


2601683 


17 - 


195 


2601684 


17 - 


38 


2601685 


17 - 


49 


2601687 


17 - 


144 


2601688 


17 - 


54 


2601689 


17 - 


4 


2601690 


17 - 


1 


2601691 


17 - 


48 


2601692 


17 - 


284 


2601693 


17 - 


95 


2601694 


4 - 


56 


2601695 


17 - 


163 


2601696 


17 - 


46 


2601697 


17 - 


103 


2601698 


17 - 


96 


2601699 


17 - 


216 


2601700 


17 - 


22 


2601701 


17 - 


218 


2601702 


17 - 


230 


2601703 


17 - 


254 


2601704 


17 - 


10 


2601705 


3D- 


16 




3D- 


26 




3D- 


50 


2601706 


3D- 


3 




3D- 


12 




3D- 


20 




3D- 


27 




3D- 


55 


2601708 


3D- 


33 


2601709 


3D- 


34 


2601710 


17 - 


9 


2601712 


11 - 


29 


2601714 


11 - 


28 




13C- 


EEF 




17 - 


102 


2601715 


11 - 


28 




13D- 


REF 




17 - 


102 


2601716 


13C- 


2 




13D- 


2 


2601717 


13D- 


8 


2601718 


13C- 


8 


2601720 


U - 


4 


2601721 


1A - 


3 


2601722 


1A - 


3 


2601729 


10 - 


46A 




10A- 


8 


2601731 


10 - 


1 




10A- 


1 


2601732 


3C- 


REF 


2601733 


10 - 


46 


2601734 


10 - 


88 


2601735 


10 - 


47 



PART 


LIST AND 


NO. 


INDEX NO. 


2601735-CONT 


10A- 9 


2601743 


1A - 2 


2601744 


3A- 33 


2601745 


3A-1 15 


2601746 


3A-120 


2601749 


3B- 13 


2601750 


3B- 13 


2601751 


3B- 13 


2601753 


11 - 11 


2601754 


11 - 12 


2601755 


11 - 16 


2601757 


11 - 19 


2601758 


11-18 


2601761 


14 - 83 


2601764 


2-67 


2601771 


12 - 1 




12-3 


2601772 


3A- 3 




3A- 45 




3A-141 




3B- 45 




3D- 36 


2601773 


3A- 4 




3A- 65 




3A-142 




3B- 17 




3D- 32 




3D- 37 


2601774 


3A- 5 




3A- 80 




3A-143 




3D- 35 


2601775 


3A- 1 




3A- 66 




3A-144 




3D- 38 


2601781 


3B- 28 


2601783 


4-49 


2601786 


2 -111 


2601809 


5 -124 


2601811 


14-99 


2601825 


3A-101 




3A-263 


2601841 


3A- 2 




3A-140 




3D- 39 


2601857 


3A-227B 


2601858 


3A-230 




3A-266B 


2601865 


4-41 


2601867 


10 - 94 


2601870 


3D- REF 


2601871 


17 -119 


2601880 


17 -165 


2601881 


17 -236 


2601882 


17 -238 


2601883 


17 -237 


2601884 


2-14 


2601891 


17 -235 


2601892 


17 -233 


2601893 


17 - 90 


2601894 


17 - 89 


2601906 


2-69 


2601907 


14 - 33 




14 - 35 


2601908 


14 - 37 




14 - 39 


2601916 


3D- 13 




3D- 28 


2601917 


3D- 29 


2601918 


3D- 30 


2601919 


3D- 31 


2601923 


3A-224 


2601925 


3A-227 


2601936 


3A-125 




3A-166A 



PART 


LIST AND 


NO. 


INDEX NO. 


2601936-CONT 


3A-166C 




3A-236 




3A-238 




3A-242 




3A-291 


2601937 


3A-126 




3A-243 




3A-294 


2601938 


3A-248 




3A-301 




3A-306 


2601939 


3A-100 




3A-254 




3A-302 


2601942 


2 -158 


2601943 


2 -144 


2601944 


2 -135 


2601945 


2 -152 


2601946 


2 -150 


2601947 


2 -215 


2601948 


2 -163 


2601949 


2 -154 


2601951 


2 -131 


2601952 


2 -127 


2601953 


2 -142 


2601954 


2 -148 


2601959 


3A-225 


2601960 


3A-226 




3A-228 


2601974 


8-5 


2601976 


8-3 


2601979 


2-90 


2601980 


2 -109 


2601981 


2-92 


2601982 


3A-203 


2601987 


3A- 34 


2601988 


3A- 36 


2601995 


2 -108 




14 - 56 


2601999 


1 -125 


2602000 


1 -125 


2602005 


4-16 


2602006 


4-7 


2602008 


4-17 


2602012 


3D- 4 


2602014 


17 -167 


2602016 


3A-107 




3A-260 




3A-300 


2602017 


2-83 




2-95 


2602018 


3A- 41B 


2602019 


3A- 41C 


2602021 


17 -155 


2602022 


17 -153 


2602024 


4-31 


2602043 


3A-114 


2602046 


4-69 




17 - REF 


2602052 


3A-272 


2602054 


3A- 40A 




3A-117 


2602058 


14 - 55 


2602059 


14-7 


2602060 


14 - 10 


2602062 


2 -202 


2602063 


2 -208 


2602064 


2 -186 


2602066 


16 - 19 


2602067 


15 - 30 


2602073 


14 -164 


2602074 


3A-145 



PART 


LIST AND 


NO. 


INDEX NO. 


2602084 


5-46 


2602085 


5-46 


2602086 


5-28 


2602087 


5-28 


2602088 


5-31 


2602089 


5-31 


2602090 


5-40 


2602095 


3A- 40B 




3A-109 


2602101 


6-66 


2602102 


6-70 


2602103 


6-71 


2602104 


6-68 


2602105 


6-62 


2602106 


2 -214 


2602114 


3B- 13 


2602115 


3B- 13 


2602131 


6-69 


2602134 


4-26 


2602267 


3A- 50 




20 -113 


2602286 


3B- 55 


2602290 


1 - 9 


2602291 


1 - 9 


2602292 


1 - 9 


2602298 


2-42 




3A- 54 


2602299 


17 - 63 


2602302 


1 -132 


2602303 


8-40 


2602319 


14 - 17 


2602320 


15 - 55 


2602322 


16-3 


2602323 


2 -117 


2602324 


1 -124 


2602348 


17 -162 


2602356 


17 - 39 


2602367 


17 -129 


2602368 


17 -130 


2602372 


4-10 


2602376 


3D- 56 


2602385 


4-3 


2602387 


3A-287 


2602394 


3A- 9 




3A-138 


2602410 


5 -120 


2603143 


18A- 56 


2603156 


18A- 69 


2603157 


18A- 34 


2603170 


18A- 27 


2603175 


18A- 19 


2603660 


3A-262 


2603661 


17 -138 


2603880 


1 -153 


2603881 


1 -173 


2603886 


3A-110A 


2603888 


3A-110A 


2603890 


3A-110 


2603892 


3A-110 


2603910 


10 -110 


2603911 


5-54 


2603912 


17 -193 


2603938 


1 -123 


2603939 


1 -124 


2603941 


1 - 7 


2603980 


1 - 3 


2603981 


1 - 3 


2604226 


14 -166 


2604227 


1 -130 


2604368 


15 - 21 


2604480 


17 -161 


2604492 


R - 26 


2604493 


8 - 29 


2604494 


8-54 


2604495 


8-45 


2604496 


8-56 



FOR PARTS NOT LOCATED, SEE SUPPLEMENTAL NUMERICAL INDEX PAGE X-13 
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PART 


LIST AND 


NO. 


INDEX NO; 


2604497 


8 - 44A 


2604498 


8-43 


2604499 


8-50 


2604500 


8-47 


260450 1 


8-48 


2604503 


3C- 29 


2604509 


11A- 32 


2604510 


11A- 6 




11A- 9 


2604511 


11A- 1 


2604512 


11 A- REF 


2604517 


8-36 


2604653 


10 - 90 


2604659 


4-61 




15 - 1 


2604687 


3A-273 


2604688 


5-44 


2604689 


4-4 


2604690 


3A-160 




3A-255 


2604691 


3A- 14 




3A-137 


2604692 


3A- 10 


2604977 


2 - 36A 


2604978 


10 -116 


2604979 


3A-198 


2604984 


1A - 12 


2604986 


2 -206 


2604987 


16 - 56 


2604991 


3A-166B 




3A-237 


2604994 


1 - 58 




1 -108 


2604995 


5 - 66A 




5 - 67A 




5 -1 11 A 




5 -112A 




5 -113A 




5 -114A 




5 -115A 


2605340 


2 -139 




18A- REF 


2605344 


18A- 72 


2605345 


18A- 41 


2605346 


18A- 1 


2605347 


18A- 10 


2605350 


18A- 43 


2605359 


2-40 


2605360 


2-41 


2605366 


10A- 31 


2605369 


10A- 39 


2605392 


10A- 23 


2605654 


5 -142 


2605659 


14 -427 




14 -429 


2605661 


14 -436 


2605662 


14 -422 


2605663 


14 -420 


2605665 


3A-149 


2605666 


3A-149 


2605667 


14 -426 


2605668 


14 -428 


2605676 


10A- 11 


2605678 


10A- 38 


2605681 


8-18 


2605691 


14 -410 


2605692 


8 - 40 A 


2605694 


14 -143 


2605696 


3B- 46 


2605699 


8-42 


2605707 


14 - 23 


2605711 


14 -148 


2605712 


3A-266A 


2605716 


14 - 40 


2605720 


10A- 13 



PART 


LIST AND 


NO. 


INDEX NO. 


2605721 


8-41 


2605757 


3A-129A 


2605758 


3A-129A 


2605759 


3A-129A 




3A-129A 




3A-308 


2605760 


3A-129B 


2605761 


3A- 91A 


2605762 


3A-2 87A 


2605764 


10A- 41 


2605765 


17 -160 


2605771 


4-59 


2605772 


4-58 


2605773 


4-58 


2605774 


4-63 




4-64 


2605786 


3A- 40 


2605788 


9-89 


2605792 


14 -118 


2605793 


14-3 


2605906 


1A - 13 


2605912 


3A-112 




3A-240 


2605948 


20 -172 


2605953 


8 - 1 




8A- 1 


2605958 


3A- 32 




3A- 94 




3A-165 




3A-261 




3B- 16 


2605959 


3A- 94A 


2605960 


3A- 94A 


2605962 


8A- 17 


2605963 


8A- 25 


2605964 


8A- 35 


2605965 


8A- 33 


2605966 


8A- 50 




8A- 60 


2605967 


8A- 49 


2605968 


8A- 59 


2605969 


8A- 42 


2605970 


8A- 52 


2605971 


8A- 48 


2605972 


8A- 62 


2605973 


8A- 11 


2605975 


8A- 21 


2605976 


8A- 47 




8A- 58 


2605978 


5 -161 


2605979 


8A- 8 


2605981 


8A- 10 


2605983 


8A- 14 


2605990 


17 -192A 


2605991 


3D- 34B 


2605996 


8A- BEF 


2605997 


8A- 3A 


2606007 


2 -168 


2606008 


2-25 


2606009 


3A-147 


2606020 


3A- 73 




3A- 76 


2606021 


3A-145 


2606030 


8A- 3 


2606056 


17 -101A 


26C6058 


3B- 51 


2606426 


8A- 19 


2606428 


3C- 2 


2606435 


3A- 37 




3A-105 




3A-158 




3A-197 




3A-257 




3A-276 




3A-305 


2606452 


10A- 34 



PART 


LIST AND 


NO. 


INDEX NO. 


2606461 


8A- 18 


2606469 


5-19 


2606473 


5 -184 


2606500 


4-20 


2606609 


2 -142 


2606621 


9-83 


2606622 


15 - 54A 


2606627 


14 -419 


2606628 


14 -399 


2606630 


14 -410A 


2606650 


1A - 18 


2606826 


3A-266D 


2606835 


14 -240 


2606836 


14 - 92 


2606838 


2-81 




2 -125 


2606839 


17 -100 


2606840 


3A-129A 


2606865 


3A-129A 


2606866 


17 -101 


2606868 


17 -163A 


2606869 


17 -163A 


2606871 


2-19 




10A- REF 


2607101 


13C- 12 




13D- 12 


2607102 


13C- 13 




13D- 13 


2607103 


13C- 14 




13D- 14 


2607109 


10A- 19 


2607119 


3B- 34 




14 -185 


2607120 


14 - 45 




14 - 46 


2607121 


3A-129A 


2607131 


10 - 93A 




11A- 19A 




17 -131A 


2607132 


5 -139 


2607136 


5 -139 


2607141 


3A- 41A 


2607148 


17 - 41 


2607149 


17 - 45 


2607493 


17 -244 


2607494 


17 -270 


2607495 


17 -273 


2607497 


16 - 54 


2607498 


16-54 


2607537 


4-19 


2607538 


5-26 


2607545 


4 - 1 


2607549 


14 -371 


2609017 


14 -316 


2610350 


18-85 


2610351 


18 - 22 


2610352 


18 - 65 




18A- 50 


2610353 


18 - 62 


2610354 


18 - 47 


2610355 


18 - 91 


2610356 


18 - 51 


2610357 


18 - 74 




18A- 58 


2610360 


3A-199 




18 - 86 


2610361 


18 - 10 


2610362 


18 - 46 


2610363 


18 - 49 


2610364 


18 - 16 


2610365 


18-27 


2610366 


18 - 40 


2610367 


18 - 58 




18 - 68 


2610368 


18-7 


2610369 


18 - 32 


2610370 


18-18 



PART 


LIST AND 


NO. 


INDEX NO. 


2610371 


18 - 79 


2610372 


18 - 36 


2610373 


18 - 71 




18A- 53 


2610374 


18 - 72 




18A- 54 


2610376 


18-3 


2610378 


18 - 69 


2610379 


18-9 


2610383 


18 - 41 


2610384 


18 - 35 


2610386 


18 - 24 


2610424 


18A- 37 


2610436 


18A- 63 


2611724 


17 -263 


2623425 


2 -201 


2630454 


2 -107 


2630456 


2 -106 


2632558 


5 - 10 


2637289 


13A- 2 




13B- 2 


2637290 


13A- 3 




13B- 3 


2637401 


5-17 


2637402 


5-8 


2637403 


5-7 


2637 405 


5-9 


2637409 


5-8 


2637412 


5-18 


2637413 


5-13 


2637414 


5 - 17 


2637563 


10 - 62 


2637564 


9-7 


2637567 


9-8 




10 - 63 


2641869 


4 -102 


2641870 


4 -107 


2698926 


3B- 36 


4034285 


2-71 


4062756 


4-46 


4066640 


5-20 


4066641 


5-20 


4106830 


4-47 


4116423 


14 -112 


4119224 


14 -384 


4120 221 


14 - 87 


4120241 


14 -357 


4120380 


14 - 89 


4121398 


14 - 91 


4121399 


14 -376 


4204239 


5-3 


5150035 


12-2 


5180378 


5 -153 


5213226 


14 -257 


5213276 


3A- 85 




3A-116 




7-72 


5213305 


13C- 15 




13D- 15 


5213430 


14 -431 


5213449 


15 - 39 


5214172 


2 -196 


5214179 


17 -248 




17 -257 


5214233 


17 -220 


5214261 


14 -169 


5232809 


18A- 39 


5232869 


20 -114 


5235202 


1A - 10 


5235516 


12-9 




14 -236 


5235680 


14 -425 




14 -435 


5236656 


5-86 


5236793 


17 - 97 


5236882 


5-2 
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PART 


LIST AND 


NO. 


INDEX NO. 


5242331 


1A 


- 19 


5252538 


17 


- 27 


5252645 


14 


-112 


5252805 


5 


-118 


5252817 


14 


-390 


5253828 


14 


-378 


5255237 


14 


-421 


5261067 


17 


- 92 


5261219 


14 


-334 


5261284 


14 


-231 


5261375 


14 


-280 




14 


-328 


5261395 


14 


-378 


5261435 


16 


- 59 


5270166 


3C 


- 12 


5270517 


18 


- 31 


5271288 


4 


-123 




14 


- 68 




14 


-136 




14 


-408 


5271721 


20 


-115 


5298053 


10 


- 50 




10A 


- 7 


5298103 


10 


- 16 




10 


- 49 




102 


- 27 




10? 


- 37 


5298108 


10 


-126 


5298109 


10 


- 64 


5298118 


10 


-112 


5298119 


9 


- 87 




10 


-132 


5298120 


9 


- 71 




10 


-120 


5311437 


5 


- 61 


5312429 


20 


-116 


5318920 


9 


- 56 




10 


- 7 


5318966 


14 


-411 




15 


- 38 




15 


- 43 




17 


-174 


5318967 


15 


- 35 




15 


- 40 




17 


-176 


5318968 


14 


-412 




15 


- 34 




17 


-175 


5319909 


9 


- 53 


5323176 


20 


-175 


5350006 


9 


- 2 




9 


- 90 




10 


- 57A 




10 


- 58A 




10 


- 59A 




10 


- 60A 




10 


- 63 A 


5350020 


5 


- 6 


5351113 


14 


-180 


5351114 


14 


-182 


5351115 


14 


-181 


5351162 


14 


- 57 




14 


-370 




17 


-202 


5351177 


20 


-117 


5352704 


3E 


- 41 




14 


-402 


5352958 


20 


-118 


5352960 


20 


-119 


5352963 


20 


-159 


5352967 


20 


-120 


5353652 


20 


-121 


5353667 


2 


-191 




20 


-177 


5353668 


20 


-178 



PART 


LIST AND 


NO. 


INDEX NO. 


5353869 


20 -122 


5353888 


5-25 


5353896 


20 -123 


5356580 


9-79 




10 -125 




10A- 26 


5357135 


4 -101 




4 -110 


5362301 


20 -124 


5362302 


20 -181 


5362306 


20 -125 


5364034 


3D- 58 


5364151 


14 -238 


5364165 


14 -206 


5364197 


15-36 




15 - 41 


5364364 


5-9 


5367677 


14 -430 


5369708 


3C- 22 


5373180 


1 - 5 




1 -147 


5373218 


4-2 


5373223 


9-77 




10 -123 




10A- 24 


5373660 


5-62 


5374446 


14 -401 


5383249 


3A-277 


5404480 


20 -160 


5408684 


2 -100 


5412496 


2 -192 




20 -179 


5412499 


2 -194 




20 -180 


5412639 


20 -126 


5412642 


20 -127 


5412643 


20 -128 


5412817 


20 -129 


5414543 


14 - 13 




14 -235 




17 -170 


5414544 


14 - 15 




14 -234 




17 -172 


5414545 


14 - 14 




14 -235A 




17 -171 




20 -161 


5414546 


14 - 16 




14 -235B 




17 -173 


5420242 


3A-113 


5421623 


13C- 1 




13D- 1 


5476348 


9-23 


5476816 


9-88 




10 -133 




11A- 30 


5480534 


1 -143 




1 -171 




17 - 44 


5480539 


1 -148 


5480606 


1 - 99 


5480607 


1 - 99 


5480608 


1 - 99 


5480609 


1 - 99 


5480610 


1 - 2 


5480611 


1 - 2 


5480612 


1 - 2 


5480613 


1 - 2 


5480614 


1 - 50 




1 -100 


5480615 


1 - 52 




1 -102 


5480636 


1 - 46 



PART 


LIST AND 


NO. 


INDEX NO. 


5480636-CONT 




- 96 
-124 


5480637 




- 45 

- 95 
-123 
-123 


5480687 




- 44 


54 80701 




- 43 

- 93 


5480702 




- 43 

- 93 


54 80703 




- 43 

- 93 


5480704 




- 43 

- 93 


5488844 


4 


-125 


5488846 


4 


- 99 


5488913 


12 


- 20 




12 


- 27 


5488928 


17 


- 51 




17 


- 55 


5488929 








2 


-101A 


5489104 




- 1 


5489105 




- 1 


5489106 




- 1 


5489107 




- 1 


5489123 




- 49 


5489124 




- 49 


5489125 




- 49 


5489126 




- 49 


5489131 




-137 


5489132 




-135 


5489133 




- 94 


5489141 




- 8 


5489150 




- 6 

- 8 


5492081 


3D- 60 


5496520 




- 2 


5496521 




- 2 


5496522 




- 2 


5496523 




- 2 


5496554 




- 15 

- 64 
-117 


5496556 




- 1 


5496557 




- 1 


5496558 




- 1 


5496559 




- 1 


5496560 




- 33 

- 42 

- 83 

- 92 


5499762 




- 18 

- 67 
-120 


5499779 




- 2 


5499785 




- 1 


5499786 




- 34 

- 84 


5499787 




- 2 


5499793 




- 1 


5499794 




- 43 

- 93 


5499795 




- 99 


5499801 




- 49 


54 99810 


4 


- 14 




5 


- 23 


5499811 


4 


- 12 




5 


- 22 


5499812 


4 


- 11 




5 


- 21 


5499815 


4 


- 15 




5 


- 24 


5499900 


9 


- 45 




10 


-108 



PART 


LIST AND 


NO. 


INDEX NO. 


5499901 


9-44 




10 -107 


5500 183 


1 - 24 




1 - 73 


5500184 


1 - 25 




1 - 74 


5500189 


1 - 22 




1 - 71 


5501993 


9-37 




10 - 93 




11-44 




11A- 19 




17 -131 


5501994 


10 - 93 


5501995 


16 - 16 


5501996 


16 - 17 


5501997 


16 - 18 


5502007 


9-38 




11-45 




11A- 20 




17 -132 


5506079 


1 - 56 




1 -106 


5506129 


5-13 


5712241 


14 -416 


5724037 


14 -197 


5731697 


1A - 15 


5758718 


3D- 7 


5758893 


3D- 11 




3D- 52 


5758948 


3D- 1 




3D- 54 


5759071 


3B- 18 




14 - 60 


5759093 


3D- 17 




3D- 21 


5759134 


2-99 


5759352 


3D- 23 


5759418 


3D- 24 


5759968 


3A-119 




3A-122 




3A-129 


5759969 


3A-286 


5761862 


3D- 6 




3D- 51 


5761863 


3D- 8 


5762057 


18 - 39 




18 - 90 


5762407 


14 - 91A 


5762 549 


14 -T290 
18 -j 21 


5785286 


5790504 


18A- 21 


57 95 837 


20 -130 


5796427 


14 -227 


5797470 


16-7 




16-8 


5800634 


20 -131 


5800700 


20 -162 


5823357 


14 -222 


5824095 


2-85 


5825555 


20 -132 


5861334 


18A- 32 


5861747 


18-5 


5862500 


7-92 


8108642 


4-48 


8112294 


1A - 8 


8112295 


1A - 9 


8112296 


1A - 9 


8112297 


1A - 9 


8112298 


1A - 9 


8112299 


1A - 9 


8112300 


1A - 5 
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PART 


LIST AND 


NO. 


INDEX NO. 


2031 


4-5 


3960 


16 - 13D 


19944 


11A- 28 


22478 


4 - 5A 


34512 


4 - 64D 


38235 


5 -145 


38686 


16 - 13C 


45690 


5 -183B 


56079 


2 - 12A 


56722 


5 -146 


76574 


16 - 13E 


179743 


5 -117A 


210883 


2-86 


317296 


20 -176 


320427 


2-12 


357390 


17 -225A 


440487 


16 - 13H 


504698 


17 -228 


510316 


16 - 13M 


513271 


19 - 40 


515380 


16 - 13J 


518611 


2-11 


570290 


5 -118A 


759024 


10A- 44 


856575 


5 -183C 


1090448 


11A- 29 


1090873 


4-6 


1090873 


5 -183A 


1985879 


19 - 61 


1993610 


16 - 29 


2539872 


17 -227A 


2566601 


16 - 13N 


2566603 


16 - 13G 


2566650 


16 - 13E 


2574804 


4 - 64E 


2598300 


2 -119 


2598466 


16 - 13B 


2604488 


4 - 64F 


2604987 


16 - 13F 


2605996 


5 -166 


2607887 


1A- 20 


2637340 


16 - 31 


2637605 


16 - 29 


2641192 


16 - 13R 


4140262 


16 - 13A 


4140265 


8 -126 


4140266 


10A- 11 


4140280 


10A- 19 


4140475 


16:.- 13A 


4140476 


8-1 


4140711 


16 - 13L 


4142000 


2-18 


4142000 


9A-REF 


5174643 


19 - 62 


5261435 


16 - 13K 



PART 
NO. 



LIST AND 
INDEX NO. 



PART 
NO. 



LIST AND 
INDEX NO. 



PART 
NO. 



LIST AND 
INDEX NO. 



X-13 



READER'S COMMENT FORM 
3135 Processing Unit (PC) Order No. S135-0005-2 

• Did you find the part you needed in the catalog? 

• If you did not find the part in the catalog, how did you obtain the correct part number? 



What parts were you unable to find? (Include numbers if you were able to determine them by 
alternate means.) 



If you did find the part you needed in the catalog, but had unusual difficulty locating it, 
please send us the part number and page number. Include a description of your difficulty 
if you wish. 



We would appreciate your comments. If you wish a reply, be sure to include your name and address. 



Reply Requested? 
Yes CD 

No LJ 




51 35-0005-2 



YOUR COMMENTS, PLEASE 

Your answers to the questions on the back of this form, together with your comments, 
will help us produce better publications for your use. Each reply will be carefully 
reviewed by the persons responsible for writing and publishing this material. All 
comments and suggestions become the property of IBM. 



Please note: Requests for copies of publications and for assistance in utilizing your 
IBM system should be directed to your IBM representative or to the IBM branch 
office serving your locality. 
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SN24-0790 
February 25, 1977 
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3135 Processing Unit 




Previous Newsletters SN24-0745 



IBM 3135 Processing Unit 
Parts Catalog 

© IBM Corp. 1972, 1974, 1977 

This Technical Newsletter provides replacement pages for the subject publication. Pages to be inserted 
and/or removed are: 



i, ii 


75,75 


129-132 


ix, x 


82A-82D Added 


135-136 


11-14 


83-94 


143-146 


17-20 


103, 104 


159,160 


37,38 


113, 114 


X-l-X-12 


49-52 


121-124 


X-13 Added 


59-68 







Summary of Amendments 

Corrects part numbers, descriptions, and adds 3135 Model 3 

Note: Please file this cover letter at the back of the manual to provide a record of changes. 
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and/or removed are: 
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^79-82 
■^85,86 
^91-102 



107,108 
123-126 - 
129-132* 
141, 142 - 
X-l.X-2 * 
X-5-X-12 



Summary of Amendment 

Corrects part descriptions and adds part numbers. 

Note: Please file this cover letter at the back of the manual to provide a record of changes. 
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This Technical Newsletter provides replacement pages for the subject publication. Pages to be inserted 
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Summary of Amendments 

Corrects part numbers and descriptions. 

Note: Please file this cover letter at the back of the manual to provide a record of changes. 
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